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Fasten switch 
to outlet box— 
no “building- 
up” necessary. 


























3 SnaponHub- 7 
bell Bakelite 
Plate, afterwall 
is decorated. 















1 Screw metal 
under-plate to 
§ switch—when | %. 
wiring is done. 
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No building-up or aligning 


fo install Screwless Plates 


cally brings switch or receptacle flush with 

Hubbell Metal Under-plate the plaster line. Then, only a moment is 

‘ ° required to snap the Screwless Plate fast— 
automatically brings the i voce alignment 

device flush with plaster. Hubbell Screwless Plates of Bakelite can 

be furnished to match exactly any color, 

Then, snap on a Screwless wood, marble or plaster finish. This serv- 

a ice makes it possible to harmonize switch 

cover-plate of Bakelite. and outlet plates with every room. Pros- 

pective tenants especially appreciate this 

feature, as well as the perfectly insulated, 

INCE most walls are uneven — i “dead front” surface of Screwless Plates. 

matic aligning feature of ubbe 



















. : All of these advantages are fully explained 

Screwless Plates almost invariably saves , eee a. 

from 25 to 50% of installation time. in our A. I. A. Bulletin No. 31c’7. The 
coupon will bring a copy promptly. 

No building-up necessary when Screwless o- # « 

Plates are installed. The Hubbell Metal 

Under-Plate; to which the Screwless Cov- HARVEY HUBBELL, Incorporated 


er-plate of Bakelite is snapped, automati- BRIDGEPORT, CONNECTICUT, U.S.A. 


HUBBELL Screwless Plates 
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There’s profit in rewiring jobs with 
RomeX 


When a man decides that his 
home needs new wiring, he 
seeks the best possible job at 
lowest possible cost. That 
means—use RomeX! For 
RomeX will cost him less and 
yet givesthecontractora larger 
profit per job. 

RomexX is lighter and easier 
to use. It can be more quickl 
installed—it is easier to fis 
through old walls. It needs 


fewer fittings. And all these 
advantages reduce labor costs. 
More jobs per month—with 
larger a goon That is one 
RomeX contribution to the 
Electrical trade. Are you tak- 
ing advantage of this real op- 
—? to increase your 
usiness?... Details on RomeX 
—complete—are yours for the 
asking. Write for the latest 
RomeX booklet. 


ROME WIRE COMPANY, Rome, New York 
Division of General Cable Corporation 


ROME WIRE 
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The Official Journal 


ee CONTRACTING is the of- 
ficial journal of the Association of 
Electragists, International. Its prede- 
cessor, The Electragist, was an asso- 
ciation magazine, because it was 
owned by the Association of Electra- 
gists. Is this a distinction without a 
difference, or is there a real publish- 
ing fundamental involved? 


An association owned magazine is 
completely under the influence of the 
owning body. The purpose of such a 
magazine primarily is to promote the 
ideas and ideals of that association 
and to give publicity to its activities. 
Any statement contained in such a 
magazine must necessarily be 
stamped as reflecting the thinking of 
the association. With changing ad- 
ministrations there can never be the 
assurance of stability of policy to 
an association owned magazine that 
there can be to one under private 
ownership. 


Moreover, an association must nec- 
essarily consider the publication of a 
magazine of secondary importance to 
the regular affairs of the association 
itself. For that reason, the oppor- 
tunity to grow is greatly restricted 
for an association owned paper. 


HERE are, of course, many ad- 
vantages enjoyed by an associa- 
tion owned magazine, virtually all of 
which are experienced by an official 
journal, but with none of the draw- 


backs. 


The independently owned official 





journal enjoys the confidence of the 
association. It can feel the pulse of 
the industry on certain topics without 
making it official. It can be inde- 
pendent in its thinking. It can criti- 
cize the association in a friendly, 
sympathetic way. It has all of the 
members as readers, but in addition 
has the stimulus to build its circula- 
tion to the very highest point—and it 
can do it without fear of the charge 
of propaganda. 


HE independently owned maga- 

zine has no restrictions as to its 
field of editorial endeavor. It is 
not limited in its viewpoint by reso- 
lutions or association policy, or the 
fear that any pronouncement it might 
make will be construed as being an 
official statement. 


ELECTRICAL CONTRACTING as_ the 
official journal of the A.E.I. is a 
stronger magazine than it would be 
otherwise. It is independent, yet for- 
tified with the friendship of and close 
ties with two thousand of the best in 
the electrical contracting business. 


Furthermore, ELECTRICAL CON - 
TRACTING is proud to be the official 
journal of a national association such 
as the Association of Electragists. 
The association’s officers must have 
had confidence in our ability to under- 
stand the contractor, and recognized 
our position as the outstanding paper 


in the field, in order for ELECTRICAL 


CONTRACTING to have merited the 
honor of being its official journal. 
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from Mine to Finished Product 








an Conductors in all 


Durabilt Products are as- 
sured by our control of 
every step in the manufac- 
ture, from our vast copper 
mines, to the finished wire. 


These are the quality 
wiring materials which, 
for years, have helped Elec- 
trical Contractors every- 
where, todo the best wiring 
jobs with the — 


Greatest Saving 
of Time / 
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ANACONDA WIRE & CABLE COMPANY 
PAWTUCKET, R. I. 
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_ ELL, Ch-ohn, you look like you vas: 

varm,” remarked Moe Unterbidder as 
John Wise pulled a chair up to the round 
table known as the Electrical Lunch Club. 


“WARM P” 


Exclaim ed John Wise, 


“why, feller I’m so hell-fire hot I could use my 
breath for a blow-torch. I don’t dast drink ice water 
for fear it will come to a boil and scald my innards 
going down. Warm? Why, say—” 

“What’s-a-matter?” asked Henry Trimmer. “Did 
you forget to figure in the wire on the Ginsberg job?” 

“Now how did you guess it was the Grand Depart- 
ment store job?” demanded John Wise. 

“That’s easy,” replied Henry. “We're all figuring 
on it and the one who gets it will lose his shirt.” 

“Well, I won’t be It, and the guy that gets it won't 
lose his shirt. That’s what I’m hot about. 

“You see,” continued John Wise, “a building like 
this is quite a sizeable financial operation, and the 
banker’s got a lot to say about it. When Ginsberg 
was ready, he asked for bids from every general con- 
tractor from here to Helvetia. 

“Well, when I saw how things were going I went 
to Ginsberg’s banker and I says to him, ‘You are 
either going to bankrupt some of our local business 
men or you are going to let a quarter of a million 
of the bank’s money be spent out of town—why?’ 
Well he wanted to know what I meant, and when | 
explained Ginsberg’s game he phoned Jake to come 
over to the bank and he gave him a swell razzing, 
and ended up by telling him the contracts had to go 
to local people and that the local contractors had got 
to be allowed a reasonable profit. This banker, you 
see, held the money-bag. 

“But it cooked my goose. Jake was sore and told 
me aS we went out that he’d kiss a pig before he 
gave me the electrical work.” * 

“The moral of this story seems to be, ‘Keep your “The Moral of the Story, 
mouth shut and figure close,’” says Trimmer. ~ — ais ; 

“No such thing!” snorted John Wise. “Maybe I replied John Wise, “is this— 
lost this job, but if I can’t get it I want my com- 


petitor to get it at a price that pays a profit.” I'l PAYS TO TALK THINGS 
“But I esk,” said Moe, “vat then the moral uff the OVER WITH THE BANKER 


story is?” 











The theory as taught in the classroom 
and then— 


Made to work with such materials 
and equipment as would be found in 
use on a job. 
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PAYS 


By C. C. CADWALLADER 


Manager, Detroit Association of 
Electragists 





Under the supervision of the Federal and State Boards 
of Vocational Training, the Detroit Electragists, Elec- 
trical Workers Union and Detroit Board of Education 
have been conducting a trade school for electrical appren- 
tices, the union furnishing the instructors, the electragists 
the materials, and the school board the metering equip- 
ment and school rooms. Ninety-two have been graduated 
and all are working at the trade while thirty-six were 
dropped for non-attendance or inability to learn the 
trade. It has been a good investment, for the graduate 
journeymen are among the best workmen we have. 


Illustrated 
Theory 
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Nine School Points 


The term of apprenticeship shall 
be four years. 


An apprentice must be over eight- 
een years of age before he is al- 
lowed to enter. 


Each apprentice must spend one 
full day of eight hours out of each 
two weeks. 


Each apprentice is paid 10 per 
cent above his hourly rate by his 
employer, which amounts to one 
full day every two weeks. 


Any time lost at school by the 
apprentice must be made up. 


Any apprentice missing three 
days from school is dropped from 
the roll unless he has a legitimate 
excuse. 


Each apprentice must pass an ex- 
amination before he is classed as 
a journeyman. 


There are two electrical instruc- 
tors who have had practical as 
well as theoretical experience. 


The course is divided into four 
divisions as follows: 

Theory. 

Mathematics. 

Practical Electricity. 

Drawing and Blue Print Reading. 








Most of the apartments wired by Krech are 

equipped with intercommunicating telephone 

systems, electric refrigeration and .ventilating 
’ fans on the roof. ; 














| PLANNED 


1 partment Flouse 


A layout containing nothing but electrical work is 
given to the wiremen on every job. In apartments 


where the men work on different floors, each man gets 

a copy and does not have to climb up and down to 

examine the plan. All necessary information, including 
changes, are noted on the layout. 


What happens when mechanics do not have a lay- 
out but try to use the original plans for their wiring 
information—lost time and frequently guesswork. 
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The Krech Electric Co., Mil- 
waukee, W1s., while carrying 
on a general wiring business, 
specializes in apartment house 
contracts, taking on as many @s 
ten at atime. The accompany- 
ing illustrations show some of the 
short cuts and methods which 
produce better work and add sub- 
stantially to the profits. Every 
workman understands the sys- 
tem and knows exactly what next 
to do at all times. 








Installing this service fitting when 
the masonry is put in, saves as much 


as 16 hours later. To put this in 
later involves drilling through an 
18-in. wall into the meterroom. 


By putting a fuse cabinet in each apart- 

ment (right) instead of the old way with 

all fuses in the cellar (left) there is a 

saving in wire, conduit and labor.- Be- 

sides it is much easier for the tenant, 

especially when the janitor cannot be 
located. 
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Charles Krech (right) and Ed 
Steigerwald inspecting one of 
the six ventilating fans on the 


roof of a 24-apartment building. 
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Apt. 13 Outlets 
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These fourteen % in. by 4 in. 
copper bus bars are supported 
about 8 ft. apart by hangers 
consisting of three pieces. of 
notched asbestos ebony sup- 
ported by three % in. iron rods 
suspended from the ceiling. The 
iron straps on the top and bot- 
tom pieces of ebony are to sup- 
port a protective screening. 


Installing a 
Bus Bar Feeder 


Method Employed by White City 
Electric Co. at the New Shedd 
Aquarium in Chicago 


Method of making an off- 
set that does not require 
additional supports. The 
short pieces are held in 
place with standard 


1 : 
—— Bus bar bender made from a tubular 


scaffold base, the side of which has 
been cut off to give an even bearing sur- 
face on the bus. A piece of % in. steel 
plate is screwed on the bottom, forming 
an adjustable clamp. The bench con- 
sists of a length of channel iron attached 
to a plank, bottom-side downward. An- 
other steel plate is screwed to this 
channel forming the bench clamp. To 
make a bend the bus is slipped between 
the channel and the plate and the screws 
tightened. The hickey is 
clamped on the projecting 
end and a pull downward 
will make an even bend at 
any desired angle. 
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ix Reasons 
for Using 


(lOvE 
Ligh 


By DEAN M. WARREN 


Engineering Dept., National Lamp 
Works, Cleveland 


*With ordinary frosted lamps, cove 
lighting gives cold, cheerless light. 
Flame tint lamps may be used with it 
to give warmth and coziness to room, 
but care must be exercised not to use 
too much color, otherwise beauty of 
interior will be destroyed. 
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Cove lighting gives well diffused 
general illumination for very 
low ceilinged rooms. Over the 
doorways are 19 each of inside 
frosted and flame tint 10-watt 
S-11 lamps, alternately spaced 
on 3 in. centers. Over the two 
closet doors at the rear are 6 
10-watt S-11 flame tint lamps on 
6 in. centers, while over the rear 
windows are 11 25-watt T-6%4 
frosted lamps on 6 in. centers. 


ting i 
ining Rooms 


1 Supplementary or back- 


ground lighting. 


Art Moderne. 
13 


*Flexible—makes _pos- 
sible color changes. 


Easily adaptable to the 









SECTION 


Std 3/-60 Amp 250 Volt 
Ferrule Type Fuse Clip 


































J Smee OF mene 
Rivet or Solder 
to suit conditions 


Drill three Z holes 
to suit conditions 
for fastening to 
frame 


% hole for wire outlet 
at both ends 
convenience 





Details of cove construction show- 
ing method of lamp mounting. 


Provides way of get- 
ting general lighting 
for very low ceilinged 
rooms. 


2 


Decorative. 


Provides soft mellow 
light, without glare. 








All labor, material and job expense, 
detailed on forms by mechanics and 
transferred by office to job ticket for 
costing and billing, is system used by 
N. M. Thomson, Jr., head of the In- 
dustrial Electric Co. Chicago. Record 
of each job kept in folder forming 


The Time Card is filled 
out to account for the 
man’s entire day. It al- 
so shows carfare and 





Simple 
~ Jon RECORD 
System 





permanent file. 





eT 
DAILY TIME seat a 
FQRKIAN 229022 oe oa 
DATE 22-9 -- "inal ee 
JO 3 Ne. 











—— s 
Daily Time Ticket The men avoid mistakes and guess- 
mee for each operation of work by filling out their tickets the 
ee it a mechanic. moment a piece of work is completed. 
ee Oe S 
— } ' COPY RIGHT-ASSOCIATION OF Sacctaacists-wmrannaniowas ‘ ; a ‘ ts 
rome no. TIME CARD. _ Saat 3 2 
\ _— 
—_— ye | WORKED TO-DAY AS FOLLOWS: 


phone calls. 
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The Work Order is also made out by 
the workman, who keeps it until the 
job is completed or he is transferred. 
This shows all labor and material, the 
operations performed, the customer’s 
name and requisition number. 


This Job Ticket, one side for labor 
and the other for material, is filled 
out in the office from the work or- 
der, and when completed provides 
a complete history of the job, fur- 
nishing all the information neces- 
sary in checking, pricing and bill- 
ing, and later for establishing cost 
data for estimating. 
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All tickets, memos, correspondence 

and data on each finished job are filed 

in one folder for reference. Mr. 

Thomson is seen checking up on a job 

done a year or so ago to get informa- 

tion which will assist him in solving 
a similar problem. 
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Switch layout just before 
completion of building. 


Flexibility 

in Meter ServICcE SWITCH 
Wiring 

Large Channel Switch Installation 

at DeLuxe Apartment Building, 

Dayton, Ohio, by E. E. Rogers, 


Electrical Contractor, Has Follow- 


Close up of arrange- ing I. nteresting Features: 
ment of master, sub- ” 


master and meter i ‘ 

switches giving good 1. 6 rows or sets of 30-amp. meter service 

idea of ease of in- switches. 

stallation provided 2. Each row or set is controlled by a 60- 

by wiring channels. amp. sub-master switch. 

: 3. All 6 sub-master switches are controlled 
by one large 200-amp. master switch. 


4. Master and sub-master switches grouped 
at one point and here the entire installa- 
tion is under control, both in whole and 
in part. 

If it is required to cut everything off, 

this can be done. 

6. If it is required to cut off any particular 
one of the 6 30A units to add a switch, 
change or repair, this can be done with- 
out disturbing the other five rows. 



















or 





Photographs and data courtesy Wadsworth Electric Mfg. 
Co., Covington, Ky. 
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General store lighting is accom- 
plished by seven 200 and 300- 
watt inclosed units, while over 
to one side the residential fix- 
tures are shown in three 6 by 8 
ft. booths. 








The windows are lighted by 
several types of standard reflec- 
tors on 9-in. centers, switched 
so as to show effects of differ- 
ent types. 











New Store to 
viten Bhevic , Moma, | Pe MONStrate 


Minn., moves to main street to secure 
location and have an tdeal store where 


commercial customers can be brought id > TI N Cc 
and shown by example how they should 
light their stores and windows. 


Store, shop and stock room layout. 
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Have Almost 60% 
More Outlets than Others 























Analysis of 28 Red Seal homes and 28 non-Red Seal homes 
of same size and character, and built at the same time, 
showing difference in number of outlets installed. 


(Garages not included in this survey) 
Prepared by ELECTRICAL LEAGUE OF MILWAUKEE May, 19209 





























Type 
of Home Ceil- 
No. in No. Bed- ing Wall 1-Way 3-Way Conv. Average 
RED Class Rooms Outlet Brack. Switch Switch Outlet Total Per Home 
4 2 98 34 63 45 91 331 62.75 
SEAL 10 3 286 137 210 144 268 1045 104.50 
HOMES 10 4 296 196 193 187 342 1214 121.40 
4 5 165 124 138 88 189 704 176.00 
RL io otal Phe kdb ewe 28 ea 845 491 604 464 890 3294 117.64 
‘ 4 2 59 22 44 6 39 170 42.50 
NON-RED 10 3 199 101 144° 57 155 656 65.60 
SEAL 10 - 4 274 125 198 65 220 882 88.20 
HOMES 4 5 110 57 77 45 95 384 96.00 
oe le ASE AR, agree to 28 e 642 305 463 173 509 2092 74.70 
CS PO eee eT Teen we 203 186 141 291 381 1202 42.94 
Per Cent Increase in Red 
eee 31.6% 61.0% 30.5% 168.0% 74.9% 57.5% 57.5% 
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UA Cerling 
Brackets Outlets 


0) bo Dye 


Analysis by Milwaukee Electrical League of 28 Red Seal and 
28 non-Red Seal houses of same size and character and built 
at same time, shows difference of over 1202 outlets. 


Switches Convemence 


Way 1608 “More | / 
i a 15h+More 
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Pull of 


winch or crib. 








Inside of manhole show- 


Lead Covered Cable *™** 


Without Splice 


Six 400,000 C. M. 3-conductor cable, 
pulled through 3 ¥% in. conduit with two 
offsets and YO deg. bend in manhole with 
three men in 55 minutes per cable, by 
method designed by W. A. J. Guscott at 
West Denver (Colo.) High School. To 
prevent injury, hand power was used 
with one man at winch, one at reel and one 
in manhole. Time does not include fishing 
or preparation of cable, reel, 


Elevation of crib. A piece of 3% in. conduit 
was bent to fit path of cable and then sawed 
in half, lengthwise, and fastened to ends of 
wood struts of crib with wood screws with 
heads ground down smooth so cable would 


slide around uninjured. 
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To switch-baard room 
in building appx. 60 ft. 


Floor plan of manhole showing cables installed and 
crib in position for pulling last cable. Crib made up 
of wooden 4 x 4’s shaped just to fit conduit No. 1. 
After cable No. 1 was pulled, crib was shorted for 
No. 2 and so on until the last cable was installed 
when crib was removed and permanent rack was left. 
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How to Charge for Small Jobs 


Last month a subscriber asked how contractors 


charge for small jobbing work and what trouble 
they had in collecting. Below are statements 


from a number of contractors covering this point. 


Minimum Plus Material 
We have a labor rate of $2.50 
per hour, with a minimum charge 
of a half-hour, or $1.25, plus ma- 
terial, according to Henderson- 
Hazel retail price guide. 
With each job there is a work 


Office Copy 


WORK ORDER 
Lighthouse 


NG.tINb bits ANI 





€lertric Co. 


Te W ‘ vt 





Work Order for Each Job. 


order (illustrated). The wireman 
lists on the back of it all material 
needed. If it is a small repair job, 
he collects on the spot. To back 
him up there is attached to his or- 
der a white sticker printed in red 
which says: “In order to reduce 
cost on repairs to the minimum, 
small repairs are C.O.D. and is not 
a reflection of credit.” 
A. B. Harris, 
Lighthouse Electric Co., 
Gary, Ind. 
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Red Seal Wiring 





Mr. F. L. Rosenthal: 
Electrical repairs and installations in your home 
Electrical services 1.83 
Materials 28 
$2.11 


This is a copy of bill sent to customer. 


Vetter and Better All the Time 


Not responsible for any damage coused by hire. water. trikes or any other cousee beyoed our contro! 


VETTER ELECTRIC SERVICE 


Electrical Contracting and Installations 
Repair Work Neatly Installed 


June 7th--Repairing tells 


414 McDaniels Avenue 
PHONE 2222 5 





55 Detamble Ave., 


SAMPLES OF THE LATEST FIXTURES 
SHOWN IN YOUR OWN HOME 


Highlend Park, Lllinow 
July 9, 1929. 








Bill form above and customer’s card 
to right, showing 70 cent truck charge. 





Charges for Truck 


While in conversation with the 
leading plumber in this town three 
years ago, the subject of billing 
jobs was discussed, which was 
very beneficial to my business. He 
told me that all his bills are ren- 
dered as “plumber’s services” for 
the amount of labor and use of 
truck, plus material listed as used. 
His point was that the plumber is 
furnishing more than manual labor 
on jobs, since he furnishes plumb- 
er’s knowledge. 

It dawned upon me that this 
was the system, so I had my 
printer make out bill heads, like 
the one enclosed, which we use on 
all our installations and repairs. 

We are enclosing herewith a 
customer’s card with copy of bill. 
Notice that electrical services in- 
clude labor at $2.25 and truck at 
70 cents. There is a charge of 70 
cents for each trip of truck, no 
matter how long it is at the job. 
This truck is used by repair man, 
and the time going to job is add- 
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ed to his time on the job. 

has worked out very well. 

A. E. Vetter, 

Vetter Electric Service oF 
Highland Park, Ill. 





Charge for “Know-How” 

It is much the style nowadays 
to kick, but because the customer 
kicks is no reason why you must 
lose money. “Average price” of 
others may not be profitable to 
you. The only thing to do is to 
figure your labor, with profit 
enough to compensate you, plus 
your material at a profit and your 
overhead. 

Further, you must be able to 
give your customer a_ perfectly 

(Continued on page 110) 








Electrical 


Contractin 


With Which Is Incorporated The Electragist (9 


S. B. WILLIAMS 


Editor 








Health Lamp 
Capacity 
HAT kind of circuits are the new 
health, or beauty lamps being attached 
to? Some of them take 12 amperes. 


Isn’t this another pretty good argument 
for No. 12 or No. 10 branch circuit ? 





Let’s Legalize 
Credit Control 


NOUGH experience has been gained in 

the operation of a credit control plan 
to enable the contractors and the jobbers 
to say whether or not it is worth while. 
The results speak for themselves. 

The problem then, is how to extend the 
field of operation. Is a single plan neces- 
sary? Must the rules be the same in every 
city? 

We see no reason why the terms cannot 
be decided in each city for itself, except 
that a wide difference in terms might send 
business out of one city to another that was 
more liberal. The general frame-work of 
the plan, it would seem, should be the same, 
but the details might well be left to each 
city to decide. There should, of course, be 
certain restrictions to prevent the occur- 
rence of activities that might run afoul of 
any unfair trade practice act. 

If there are any present legal complica- 
tions to local credit control, and it is ap- 
parent that the legal experts for some of 
the interstate jobbing houses feel that there 
might be, why not put our legal talent to 
work to find a means of credit control that 
will accomplish the same results, but 
legally? 

The Federal Trade Commission is urging 
industries to develop under its direction, 
rules for fair trade practice. Isn’t credit- 


control an excellent subject for such a con- 
ference? 


Unrestricted credit by jobbers to contrac- 
tors has been found to be wasteful to both 
groups. It brings in its train unfair compe- 
tition which is never for the public good. 

Since the administration at Washington 
has demonstrated that it is opposed to 
waste of any sort and greatly favors group 
plans which will improve business without 
hurting the public, we believe that the As- 
sociation of Electragists and the National 
Electrical Wholesalers Association should 
jointly petition the Federal Trade Commis- 
sion for a conference at Washington for the 
purpose of drawing up a set of rules gov- 
erning local credit control. 





Red Seal 
Flexibility 


Caetaes Red Seal specifications have 
been changed recently to make them 
more flexible. This change should prove 
very helpful. Originally, the idea seemed 
to be to set the specifications sufficiently 
high to make it a little difficult for one to 
obtain a certificate. The originators of the 
plan were right in attempting to make Red 
Seal mean just a little more than a good 
wiring job, but it seems as though we gave 
ourselves a little too difficult selling job. 
The idea is to get as many Red Seal jobs 
sold as possible, so that after a little while 
the idea will just naturally sell itself and 
Red Seal become the standard. When we 
make the selling job difficult, we lose the 
natural momentum of a fast selling idea. 
And, after all, what the industry wants is 
not a few very well wired houses, but a 
general advance in the wiring of all homes. 
Now, Red Seal is helping very materially 
to increase the amount of wiring done in 
the non-Red Seal homes. The result is 
good, even if slow. More flexible Red Seal 
specifications, however, are desirable. With- 
out endangering the fundamental idea of 
adequacy in any way, we believe that every- 
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thing possible should be done to make it 
easy for a house owner to get a Red Seal. 
When fifty per cent or so of the new houses 
become Red Seal, the selling job will no 
longer be difficult because Red Seal will 
have the social standing. 

Once we have the new house market well 
sold, the old house market is not going to 
be nearly so hard a nut to crack. 





Restriction of 
Wiring Methods 


EK. FFORTS made to bar out by ordinance 

certain approved forms of wiring should 
not be countenanced by thinking contrac- 
tors. The fact that these methods may not 
be as safe as some others is no reason for 
prohibiting their use. 

We must remember that, while certain 
forms of wiring are safer than others, there 
are no dangerous forms among the ap- 
proved methods. 

There are certain classes of occupancy 
such as hospitals, schools, hotels, etc., 
which naturally require the very largest 
factor of safety that it is possible to obtain. 
In such buildings, only the safest known 
form of wiring should be used. 

Where there is a smaller life and prop- 
erty hazard, we find no such restriction 
among the other building materials, so why 
attempt a restriction in wiring methods? 

With the exception of conduit, there is 
little or no difference in price in wiring 
methods, so there is nothing, particularly, 
for the contractor to gain in that direction. 

It has been argued that knob and tube 
wiring was easier to tap and therefore the 
layman has been encouraged to make exten- 
sions and additions. It is true that such wir- 
ing by unqualified people is frequently 
dangerous, but it is likewise true that the 
public is making additions to other forms of 
wiring. 

The trouble lies not with the system of 
wiring, but with the lack of reinspection. 
If electrical contractors, instead of trying 
to restrict wiring types, will expend the 
same energy in trying to secure a reinspec- 
tion service, they would be agreeably sur- 
prised. 

In the first place, reinspection would tend 
to deter the handy man from making his 
own wiring extensions and, in the second 
place, reinspection would unearth a large 
volume of rewiring for the contractor. 


Profit in 
Specialization 


WENTY-FIVE years ago an electrical 

contractor could be familiar with every 
phase of electrical construction—and he 
generally was. Today, there are so many 
ramifications to the use of electricity that 
no man can master them all. 

For that reason, contractors are more 
and more becoming specialists. In the 
larger cities the line is drawn rather fine. 
In the smaller places, of course, there is not 
the opportunity for a contractor to confine 
himself to one line of work. In this case, 
he does a general wiring business, special- 
izing on some one phase thereof. 

The old specialties that came first, such 
as house-wiring, power work, motor re- 
pairs, etc., are familiar to all. Now we have 
contractors who specialize in chain-store 
work, in filling stations, in garment shops, 
in theatre work, in dry cleaning establish- 
ments, in sign maintenance, in farm wiring 
and numerous other ways. Also we have 
contractors who specialize in products such 
as ventilators, floodlights, show window re- 
flectors, industrial reflectors, electric signs, 
etc. 

There is so much for the contractor to 
sell that he can’t be expected to try to sell 
everything. The better plan, it has been 
found, is to learn as much about the busi- 
ness as possible, but in particular to learn 
one part well. 

Contractors who have turned specialists, 
have as a rule made out well. They have 
something with which to meet competition 
which the other fellow does not possess— 
knowledge. This knowledge gives them an 
advantage which they are quick to sense. 
They find that that field is easy for them 
and so they just naturally do a selling job. 

Those contractors who have no definite 
specialty are urged to get one. Have some 
part of your business so well mastered that 
you are better than the other fellow. 

If you are a house-wiring contractor, 
specialize in lighting fixtures, or radio wir- 
ing, or garage lighting or some phase of 
the work. 

If you have a general business, find some 
one thing like kitchen ventilation, or show 
window lighting, or something else, and 
specialize in it. You will be surprised what 
a lot of added business will come your way 
at your price. 

This is the day of specialization and the 
wise contractor will recognize the signs. 
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Conducted by F. N. M. SQUIRES 


Assistant Chief Inspector, N. Y. Board of Fire Underwriters 





Deep Outlet Boxes 

The provisions of Rule 703-a are 
now quite generally in effect re- 
quiring the use of 1% inch deep 
boxes for all concealed work; but, 
we regretfully say, the boxes which 
have been provided are not all that 
could be desired. No doubt this 
was caused somewhat by a desire 
of the manufacturers to produce 
these boxes as economically as 
possible. (And some of them cer- 
tainly are cheap looking.) 

Some of the manufacturers, how- 
ever, are making an earnest effort 
to remedy some of the faults of 
their boxes but the installing con- 
tractors and the inspectors must 
do their part in the use of this ma- 
terial, and must often overcome the 
deficiencies of the manufacturer. 

For instance, the contractor must 
see to it that the clamps in the 
boxes adequately bush the ends of 
the cables and that the clamps 
properly secure and securely fasten 
the cables to the boxes. The in- 
spector must see that this is done. 
Also the contractor must make 
sure that he does not injure the 
wires when putting a fixture hickey 
on to a short stud in a deep box 
where the wires are close to the 
stud. Of course, inspectors noting 
damage to the wires must place 
violations on it. 

Our suggestion is that the manu- 
facturers make clamps which will 
hold the cable securely and which 
will provide a good fitting smooth 
bushing for the end of the cable 
and that they provide a stud of 
proper length that the hickey does 
not have to set way down in the 
box where the wires are. 

Because of these difficulties, 


some inspection departments re- 





quire the use of armored cable con- 
nectors on all boxes and unless our 
friends the manufacturers pay 
heed, this practice will very prob- 
ably grow. 

sk * z 

Fuse Protection for Motors 

A correspondent advises us that 
in his locality a considerable differ- 
ence of opinions exists relative to 
the motor tables and wire sizes of 
Section 808 of the 1928 Code and 
asks whether wire sizes as shown 
in the motor tables should be used 
or figured from the demand fac- 
tors as shown in the table on page 
107. 

This misinterpretation of 808-a 
has been quite frequent and we 
desire to call attention to the fact 
that the so-called “table” on page 
107 is not a table, but merely a list 
of percentages. It is there for in- 
formatory purposes only, as ex- 
plained in the rest of the text. The 
words “the following tables” and 
“these tables” in paragraph “a” of 
Section 808 do not refer to this list 
of percentages but refer to Tables 
1, 2, 3, 4, and 5 on pages 109 to 
116 inclusive. 

This list of percentages is re- 
ferred to in the last sentence of 
808-a by the words “following per- 
centages” and 801-a (1) goes on to 
say that motors larger than those 
shown in tables 1, 2, 3, 4, and 5 
should be figured on the same basis 
as the motor tables, that is, accord- 
ing to the list of percentages. 

Several persons in looking over 
the motor tables feel that in fol- 
lowing the wire sizes and fuse sizes 
shown, they are violating long 
established Code practices of fuse 
protection. For instance, they 
note that for a squirrel-cage full 
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voltage starting motor with a name 
plate rating of 50 amp. a No. 4 
wire may be used with a fuse of 
150 amp. capacity in back of it. 
This does not seem right to them 
when for years a No. 4 wire had 
to be fused at not more than 70 
amp. according to Table 1 of Sec- 
tion 612-a. But a careful considera- 
tion of the motor tables in connec- 
tion with a motor circuit justifies 
the tables and shows that the No. 
4 wire is properly protected by 
fuses of not over 70 amp. capacity. 

Consider first what can happen 
in a motor circuit to cause exces- 
sive current and against which 
fuse protection is required. There 
are but two things, overloads and 
short circuits. 


Overloads and Shorts 


Overloads practically always 
take place in the motor due to 
stalled rotor or to excessive work 
being put on the motor. Over- 
loads practically never develop in 
the circuit wires, as disturbances 
there are shorts. Then as motor 
running fuses are required to pro- 
tect the motor they also protect 
the circuit against overloads, as 
the overloads always occur in the 
motor. Then in the case of our 50 
amp. motor the No. 4 circuit wire 
is protected by 60 amp. fuses (as 
required by Column 5 of Table 1, 
page 110) ewen though this fuse is 
placed after the No. 4 wire. 

But how about a short circuit? 
Well, a short circuit will blow al- 
most anything and at once—no de- 
layed action here. The large fuse 
as permitted by Column 7 of Table 
1 is going to open quick. Take 
our No. 4 wire again. A short on 
No. 4 wires which are fed in turn 
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This beautiful and imposing stracture 
for Shrinedom in Chicago 


is protected with 


TRICO 


RENEWABLE 


FUSES 


They’re ‘‘Powder-Packed”’ 
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Owners of business structures and industrials every- 
where recognize the outstanding factors in TRICO 
Renewable Fuses. This favorable acceptance is re- 
flected in the substantial growth of 

TRICO year after year. They’re not 

only dependable, but render a greater 

measure of service than the average re- 

newable fuse, because the renewal ele- 

ment is powder-packed. 


Disappointments, grief, worry, and 
waste are unknown where TRICO Re- 
newable Fuses are used. 


Money-Saving TRICO Factors 
No Premature Blowings 
No Unnecessary Shutdowns 
No Oxidized Contacts 
No Charred Casings 
Copper-to-Copper Contacts 
Reduced Watt Loss 
Time Lag 


And they cost no more than other 
makes of renewable fuses 





MepINAH ATHLETIC CLUB, Chicago Free Samples on Request 


Architect—Walter W. Ahischlager, Chicago Also Comprehensive Treatise on Renewable Fuses 
General Contractor—Paschen Bros., Chicago. 


Electrical Contractor—Hub Electric Co., Chicago TRICO FUSE MFG. CO., 1007 McKinley Ave. 
MILWAUKEE, WIS. 
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from heavier ones is going to shoot 
a few hundred amperes through 
the circuit but the 150 amp. fuse 
(Column 7) is going to let go long 
before any appreciable heat is de- 
veloped in the No. 4 wire. 

Some have pointed out that the 
starting current of the motor ex- 
ceeds the safe carrying capacity of 
the circuit wires as shown in the 
tables. This is true but it is found 
that practically no heat is devel- 
oped in the wires during this start- 
ing period. 


* * * 


Bushings for Armored 
Cable 


A correspondent asks if rule 
505-i requires that the conductors 
of flexible armored cables be 
bushed by a separate fibre bushing 
as required by his local inspection 
department. 

The rule quoted requires that at 
each point where the armor termi- 
nates additional protection to that 
provided on the conductors be pro- 
vided so that the conductors will 
be properly bushed as a protection 
against the sharp edges of the cut 
armor and the rule further specifies 
that it be provided by an approved 
connector or clamp. 

The 1929 Code will change the 
words “connectors or clamps” in 
505-i to “means” which will allow 
of any approved “means” whether 
provided by connectors, clamps, 


fibre bushings, or any other 
approved method. The words “so 
that the conductor will be ade- 


quately bushed” do not require the 
fibre bushings on all cables. But 
don’t forget that on one type of 
cable the fibre bushings are abso- 
lutely required. 

There are three general types of 
cable in use today. First, the old 
style cable having rubber insula- 
tion over the conductor, then a 
braid over each rubber covered 
wire, then a second braid covering, 
the two together making a duplex 
conductor over which is wound the 
steel armor. This type requires 
that “additional means,” such as 
the smooth hole in a connector or 
the brass or spring ferrule. be pro- 
vided where entering a box. 

The second type of cable is the 
armored bushed cable which is 
called the “ABC” type. This is 
similar to the first except that in 
place of the second braid wound 
over the two single braided con- 
ductors, a layer of four strands of 
tough paper is wound on, over 
which the armor is wound. Then, 
as we pointed out last month, the 
little red fibre bushings are pro- 
vided as a part of the cable taking 
the place of the second braid. And 
don’t forget that the fibre bushings 
are a part of the cable and that 
bushings are a part of the approval 
issued by the Laboratories; that is, 
without the bushings the Labora- 


tories’ approval does not apply. 

Now here is where a little differ- 
ence comes in with the “ABC” type 
of cable: The red fibre bushing 
provides the “approved means” 
specified in the 1929 rule. This 
means that the brass or spring fer- 
rule generally used in switch or 
receptacle boxes is not required 
and that a different type of ar- 
mored cable connector may be 
used. And the manufacturers of 
the ABC cables are supplying con- 
nectors which are slotted so that 
the inspectors may see and be sure 
that the red fibre bushings are 
used. But—and this is also impor- 
tant—these slotted connectors must 
not be used without the fibre bush- 
ings as they otherwise allow the 
sharp end of the armor to protrude 
which, of course, is liable to cut the 
insulation of the wires. 

The third type of cable is the 
“Triple I,’ or triple insulated, 
which has the paper wrapping 
wound directly over the rubber in- 
sulation of each conductor and 
then a braid wound over the paper 
wrapping of each conductor. These 
wires are not duplexed under one 
braiding but the armor is wound 
over this one braid. This type re- 
quires the protection afforded by 
the approved type of connectors or 
clamps, but the manufacturers are 
considering some form of bushing 
to be used similar to the fibre bush- 
ing of the “ABC” cable. 








THE FINAL COURT OF APPROVAL:—Beiore classifications and labels are finally awarded, before standards are 
finally accepted by Underwriters’ Laboratories, the Electrical Council must be satisfied as to the accuracy of the con- 


clusions reached 
April 9 and 10, 1929. 


This photograph of the Council was taken during the meeting of the Council at the Laboratories, 
Standing, left to right: Frank R. Daniel, Milwaukee; Walter J. Burke, Boston; C. K. Cregier, 


Chicago; John S. Caldwell, Boston; J. Whitner, for H. N. Pye, Atlanta; F. D. Weber, Portland; W. W. Vaughn, Syracuse; 


F. G. Waldenfels, Chicago; F. H. 


Moore, 


Indianapolis; R. L. Daniel, 


Minneapolis; H. N. 


Beecher, Los Angeles; 


W. S. Boyd, Chicago; F. A. Cambridge, Winnipeg; Geo. F. Sheridan, New York; J. C. Forsyth, New York; C. W. Mitchell, 
San Francisco; V. H. Tousley, Chicago; R. B. Shepard, New York. Seated, W. W. Wise, New York; George L. Swan, 
New York; L. C. Isley, Pittsburgh; Ben W. Clark, Detroit; M. B. Gleeson, Philadelphia; A. G. Wilbur, Hartford; 


F. O. Evertz, Columbus; Dana 


Pierce, Chicago; I. 


A. Barley, Denver; H. A. Patton, Seattle; Geo. Welman, for 


R. P. Strong, New Orleans; K. W. Adkins, St. Louis; M. G. Lloyd, Washington, D. C.; Warren Hadley, Washington, 


D. C.; Oscar Frykman, Minneapolis; and Robert M. Nesbitt, Philadelphia. 
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A good soldering paste 
depends on the flux 
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Figo soldering paste is known by the perma 

mency of the joints it makes. Years of G-E 
laboratory study and experiment are behind the 
product known as G-E soldering paste (No. 293). 
Contractors are learning that No. 293 meets the 
soldering requirements of the electrical industry. They 
are finding it easy to use and easy to sell. 


G-E soldering paste has been inspected and listed by 
the National Board of Fire Underwriters. 


Other equally high-grade fluxes are G-E soldering 
sticks (No. 295), G-E soldering salt solution (No. 294), 
and G-E soldering fluid (No. 291). 


Get better acquainted with the complete line of G-E 
friction and rubber tapes and other insulating 
materials. The G-E Merchandise Distributor near you 
will tell you more about them. Fill in and mail 
the coupon below. You will receive a copy of the 
G-E Insulating Materials Catalog containing valuable 
data on this line. 


800-508 


JOIN US IN THE GENERAL ELECTRIC HOUR, BROADCAST EVERY SATURDAY AT 8 P.M., E.S.T. ON A NATION-WIDE N.B.C. NETWORK 


GENERAL ELECTRIC 











esietietonieaioesintaieetenientdeatitantantedentetedentenententen = 


| Section 1-226, Merchandise Dept., 
| General Electric Company, 
| Bridgeport, Conn. 


1 Gentlemen: 





Please send me a copy of the G-E Insulating Materials Catalog. 
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News and Service 
Informatton 


Material for this department is supplied by the headquar- 
ters staff of the Association of Electragists, International, 
420 Lexington Avenue, New York, N. Y. 


New Charter Applications 

Applications for charter pend- 
ing approval of the A. FE. I. mem- 
bership committee show a widen- 
ing recognition by local Electra- 
gist groups of the valuable organ- 
ization advantages to be gained 
through charter affiliation as local 
chapters. 

In addition to the list appearing 
in the May issue, applications 
have been filed by the associations 
in New Orleans, La., Portland, 
Ore., Moines, lowa, Flint 
and Kalamazoo, Mich., and Day 
tona, Fla. Electragists in Tampa 
and Jacksonville, Fla., Richmond, 
Va., St. Louis, Mo., and Omaha, 
Nebr., are applying for charter 
affiliation. 


Des 


, @ 6 


Opposed to a National 
Safety Code 

The Association of Electragists, 
International, is opposed to any 
movement for the enactment of 
drastic safety legislation to bring 
about accident prevention through 
mandatory code conditions.  L. 
x. Mayer, A. E, I. Executive Com- 
mitteeman, has so advised the Na- 
tional Safety Council in their con- 
sideration of a recommendation 
that they sponsor a National Safe- 
ty Code. 

Mr. Mayer pointed out that the 
voluntary and educational meth- 
ods which are being pursued in 
the prevention of accidents are ef- 
fectively reducing accidents to a 
minimum and that only through 
the education of the working force 
can further reduction of accidents 
go forward. 

The humanitarian and economic 
aspects of safety work should 
awaken every employer to the im- 
portance of educational methods 
with his working force, and pro- 





vide insurance against 
drastic safety legislation. 

Accidents cannot be prevented 
by inflexible, detailed codes which 


penalize the contractor for the 
carelessness or ignorance of a 
workman. 

The A. E. |. urges every elec- 


trical contractor to start a prac- 
tical e du cational, accident 
prevention campaign in his own 
organization. 
* * * 
Joint Committee on Range 
Wiring 
George Andrae, of the Herman 
Andrae Electric Company, Mil- 
waukee, Wis., has been appointed 
to represent the A. E. I. on a 
joint committee on range wiring. 
H. J. Mauger, of the Edison Elec- 
tric Appliance Company, has been 
appointed by the National Elec- 
trical Manufacturers Association 
to represent that group and E. L. 


George Andrae 


adverse, 





Brand of the New York Power & 
Light Co., Albany, N. Y., for the 
N. E. L. A. 

In inviting this conference the 
A. E. I. pointed out that there is 
a difficult hurdle to surmount in 
range selling due to the present 
costs of equipment and _ installa- 
tion. Frequently, the electrical 
contractor is blamed for the cost 
of range wiring, whereas the real 
causes are such that he cannot 
overcome them by himself. 

High installation costs result 
from many _ things—inadequate 
service and wiring capacity in ex- 
isting installations; lack of stand- 
ardization in installation methods ; 
lack of standardization in power 
company’s service entrance re- 
quirements; variance in local code 
requirements, and lack of stand- 
ard practice in efficient installa- 


tion methods due to lack of 
standard conditions for field 
studies. 


The joint committee for range 
wiring will also take up the ques- 
tion of standardization of range 
equipment and other factors 
which may be made the basis for 
lower range installation costs. 

* * * 

Charter Certificates Issued 

The number of charter certifi- 
cates issued since April 15 more 
than doubles the number for the 
previous month’s period. In addi- 
tion to those reported last month, 
the chapters in Chicago, IIll., Mem- 
phis, Tenn., Monroe, La., Atlanta, 
Ga., Greater Miami and Orlando, 
Fla., Fort Worth and Waco, 
Texas, Winnipeg, Canada, and 
New York City have completed 
their affiliation and are now off- 
cially recorded as A. E. I. chap- 
ters. 

Maintaining this 


ratio of in- 
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0% easier pulling— 











you contractors who are keeping up with the 
day-by-day advances of this rapidly expanding 
industry, we have something to say. 

This new Rainbow Line of “U.S.” Paracore Wires 
has created much comment among the electrical con- 
tractors and consulting engineers who have examined 
it. They have spoken of it enthusiastically and have 
shown how they can use it to advantage in their own 
work. They all agree that it will eliminate much of 
their circuit tracing and wire tagging. 

But we can’t talk to all of you personally, and we 
want to know what you think of it and in what vari- 
ous ways it will help you in your work. 

Will you write us what YOU think? Give diagrams 
of the circuits on which YOU would use these wires. 

To every contractor, engineer and architect who 
will send in concrete suggestions as to how identified 
circuits can be used in a specific installation we will 









give a set of 5 electrical wiring charts that usually sell 
for $5.00. These charts will be quite valuable to you. 
Tack them on your wall and do away with the neces- 
sity of referring to hand-books when making wire 
estimates. 

Before writing your comments you will want to see 
samples of the “U.S.” Rainbow Line in their actual 
colors. Fill out the coupon below and we will send 
you a set by return mail. 


We will gladly serve you through your jobber 


@® Rubber Company 


Trade Mark 


1790 BROADWAY : 


United States 


NEW YORK 





United States Rubber Company, Room No. 452, 1790 Broadway, New York, N. Y. 


Please send me free samples of the 8 colored wires comprising the 


»“ULS.” Rainbow Line. 














Name Address____ _ 
Company Title 
THE RAINBOW LINE OF “U. S.” PARACORE WIRES & CABLES 
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Y BEND 
STEELTUBES [E. M. T.)}* has the same y 
inside diameter as heavy conduit. Made in 
three sizes { 2”, 4” and 1”} with diam< ters 
and wall thickness shown above. One coup- 
ling furnished with each ten-foot length. 


NY GOOD WORKMAN can qualify as an expert con- 
duit bender with STEELTUBES {E.M.T.}* A few 
minutes’ practice is all it takes. Try it yourself. 


The only tool you need is the TUBENDER. Slip it over the 
STEELTUBES tubing—give an easy pull. Then jog the foot of the TUBENDER 

Advantages toward you—and pull again. In two minutes [or less} you 
have a smooth, perfect bend. 


Complicated bends around beams and posts are easy; you 
don’t have to turn the tubing to tighten up a fitting. 


Ask for our sample package with the folder answering your 
questions about this new product. 


1—Saves thread- 
cutting 


2—Bends easily 
3—Light— handles 


easily 
4—Takes any fitting Electrical Division 
5—Speeds up the job STEEL AND TUBES, INC. 


6—Resists Cleveland, Ohio 
nated (A subsidiary of Republic Iron & Steel Co.) 
7—Costs less 


; *STEELTUBES Electrical Metallic Tubing 

8—Standard price is threadless, strong, light and easy to handle. Costs 

Q9—Carries Under- less to buy. Saves time and money on the job. 
writers’ Label 


10—Local stocks al- 
ways pe Ste © C Ul ID @ S 
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crease, the association should 
have one hundred operating chap- 
ters represented at the annual con- 
vention in Swampscott next Sep- 
tember. 

While it may not be possible to 
reach the goal of two hundred 
during the first year of chapter 
organization, the method of ex- 
pansion recommended by the Ex- 
ecutive Committee can go far in 
building to that mark, each exist- 
ing chapter immediately including 
in its program of activities the 
formation of a chapter in a neigh- 
boring city. 

Chamber of Commerce 
Meeting 

The A. E. I. was represented by 
three delegates at the annual 
meeting of the Chamber of Com- 
merce of the United States held 
in Washington on April 29 to 
May 3. 

L. K. Comstock, executive com- 
mitteeman of the A. E. IL., was se- 
lected by President Butterworth 
as a member of the Resolutions 
Committee; Howard P. Foley of 
Washington, served as National 
Councillor for the A. E. IL, and 








Support Sound Distribution 
Policies 


Whereas, This Association rec- | 
ognizes that the development 
of sounder distribution poli- 
cies by our branch of the in- 
dustry depends upon a prop- 
er recognition and support of 
those individuals and firms, 
whether manufacturers’ or 
jobbers, whose policies of dis- 
tribution are designed to best 
serve each factor in distribu- 
tion; therefore 

Be It Resolved, That this As- | 
sociation urges all of its | 
members to individually sup- 
port those interests in the 
electrical industry whose ef- 
forts are directed towardsthe | 

channels of distribution de- | 

| fined by the Trade Policy of | 








this Association. 


Adopted at 1925 
Electragist Convention. 


General Manager Davis attended 
the round table discussions on 
trade problems. 

Mr. Comstock has been elected 
to represent the Merchants Asso- 
ciation of New York at the Inter- 
national Chamber of Commerce 
convention in Amsterdam, Hol- 
land, in July. 




















Field Activities 

After a trip through eastern 
and central Texas extending over 
many weeks, J. R. Wilcox, A. E. I. 
field representative, has turned 
his steps northward. During May 
he visited most of the principal 
centers in Arkansas and Oklaho- 
ma, and for the first half of June 
will be occupied in southeastern 
Missouri. 

Following Mr. Wilcox’ visit in 
Texas, presenting the chapter plan 
and assisting local electragists in 
the preliminary organization work, 
steps are being taken for the es- 
tablishment of chapters in Wichi- 
ta Falls, Amarillo, Houston, Aus- 
tin, Beaumont and Galveston. 

With the Fort Worth and 
Waco chapters already approved 
for charter, the application for 
charter of the Dallas association 
filed, and inquiries from the El 
Paso electragists indicating their 
desire for early affiliation, the 
Texas membership may soon be 
ready to direct its united effort to 
good account through the practi- 
cally complete organization of the 
representative contractors an d 
dealers within its borders. 








ALABAMA 


Birmingham 


Davidson Elec. Co. 
Isaacks & Townsend 
Southern Elec. Co. 


Ensley 
E. A. Trotman 


A. W. Miller 

J. T. Myers Elec. Co. 
C. D. Pridham 

D. D. Shaffer Elec. Co. 


Hialeah 
Julius Grethen 


Miami 

Ajax Elec. Co., Inc. 
Allapattah Elec. Co. 
American Elec. Co. 








Gen. Maintenance & Con- 
tracting Co. 

Loren R. Goddard 

Harrington Elec. Co. 

L. B. Harvey Elec. 

Hoose Elec. Co. . 

Geo. LaVigne Co. 

R. D. LeRoy 

Magic Elec. Co. 

Newland Corp. 


Rossey Elec. Co. 

Standard Elec. Co. 

W. E. Sunderland 

Triangle Elec. Co. 

Wagener Elec. Co. 

West Side Radio & Elec. Co. 
, Williams 

Woehler Elec. Co. 


Miami Beach 


Beach Elec. Co. 
Brill Elec. Co. 
The Brown Elec’l Const. Co. 


Mm. tn 


NEW ELECTRAGISTS 


The following electrical contractor dealers have 
been elected to membership in the A. E. I. since 
the publication of the list in the May issue: 


Lyon Elec. Co. 


Miami Shores 


Des Moines 


FLORIDA S. L. Oliver Hiland Elec. Co. 
| Coral Gables Clark S. Remley_ Thomas Elec. Co. 
| R. E. Lowry Elec. Co. Riverside Elec. Co. Weston Plbg. & Elec. Co. 


Rochester 


R. W. Scheuer 


Beaumont 


Dallas 


W. A. Bowers Elec’l Const. Co. Elec. Const. Co. FOREIGN 
Coconut Grove Elec’l Sup. J. E. Hardy England’s Elec. Shop, Inc. Bahamas, B. W. I. 
Elec’! Service Shop E. E. Larkin J. M. Johnson & Co. Neill Bros. 








Harvey McLemore 


Keen-Terrell Elec. 


Iowa 


Crispin Battery & Elec. Co. 
Elec. Equip. Co. 


Wiltsie Elec. Co. 


New York 


TEXAS 


E. B. Hammel Elec. Co. 


Dallas Elec. Co. 





Paramount Elec. Co. 
Ro-Nile Elec. Co. 
Superior Elec. Co. 


Fort Worth 

Goolsby Elec. Co. 
Hensley Elec. Co. 
McDonald Elec. Co. 
Shotts Elec. Co. 
Wortham Elec. Co. 


Houston 

Andrews Elec. Co. 

Caywood Elec. Co. 

Waco 

Doyle Elec. Co. 

Gee's Elec. Co. 

Geo. H. Lane Elec. 
CANADA 

Winnipeg, Man. 


Bridgman Hdwe. Co. 
Star Elec. Co. 
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In the 


Statement of Fact 
Editor, 
ELECTRICAL CONTRACTING: 


The editorial in your last issue 
entitled “Is There Any Money in 
the Electrical Contracting Busi- 
ness?” is good and a clean cut 
statement of fact. 

The question is—how we 
yoing to make it effective? Or in 
other words, how can we force or 
coax the electrical contractors into 
accepting the truth of this state- 
ment and putting it into practical 
effect. 


are 


Alfred J. Hixon, 
Hixon Electric Co. 
Boston, Mass. 


* > 


Less Than Standard 
Package—List 
Kditor, 
ELECTRICAL CONTRACTING: 

\ll contractors worthy of the 
name should be willing to buy in 
unit or standard packages at 
wholesale prices. Other purchases 
should be at list to everybody, con- 
tractors included. 

Any objection to this, based up- 
on apparent discrimination against 
the so-called small contractor, does 
not hold because of the purchase 
of a few items at list prices. Our 
should be to raise the 
small contractor to the level of the 
large contractor and not bring the 
larger contractor down the level 
of the smaller contractor. Prac- 
tically all sales of $5.00 or under 
by the jobbing fraternity are with- 
out profit. This would be a step 


endeavor 


in the right direction for the eco- 
nomic 


distribution of materials 





Editor’s Mail 


and help the jobber reduce his 
overhead, which in turn is bound 
to be beneficial to the public, 
whose interests at all times we 
must conserve. 

Louis Kalischer. 


Bre voklyn, N. » # 


* * K 


Cash for Small Orders 


ditor, 
ELECTRICAL CONTRACTING: 

With respect to the editorial in 
your May issue, entitled “Whole- 
sale Buying in $1.00 lots,” it is my 
impression that the four large local 
jobbers refuse to sell the small 
buyer, except on a cash basis, and 
then at an increase in price over 
what we have to pay. It is a sub- 
ject that has been of some concern 
to them for a good many years, 
and as I understand it, the solution 
seems to be to pass up this class 
of business entirely. Of course you 
will always have the “cash and 
carry” jobber, whose function it is 
to serve this class of trade. 

The five larger electrical con- 
tractors maintain adequate stocks, 
buy in fairly large quantities, and 
maintain their own delivery serv- 
ice, not starting any operation until 
the materials are on the job. 

The so called curb stoners never 
bother us, they take care of a large 
part the small fry business, 
which is more or less of a nuisance 
anyway. ‘They are, in a way, a 
necessary evil. 

There are three classes of 
electrical contractors, those who 
specialize on industrial and insti- 
tutional work only, those who 
maintain retail stores, do pick 


of 





up business, wire apartments, and 
the better class of houses, and the 
curb stoners who do all the small 
work. The present scale of jour- 
neyman’s wage limits us to the 
very highest class of the former 
work. We are better off in the 
long run handling this class of 
business only, leaving the pick up 
business to the small fellow. 

The problem among the five con- 
tractors mentioned, is to get the 
spirit of “live and let live,” across. 

M. H. Salmon, 
M. H. Salmon Electric Co., Inc. 
Syracuse, N. Y. 
aK * * 
Small Purchases Should 
Have Higher Price 

Editor, 
ELECTRICAL CONTRACTING: 

I was more than surprised to see 
in your last issue the big percent- 
age of small purchases from the 
jobbers. Surely the number of 
small purchases you mention 
would cause the average legitimate 
jobbers to make prices that would 
take care of overhead on purchases 
of this. size. 

In instances where we make a 
purchase of less than $5.00 we 
surely would be willing to buy at 
the smaller margin, than when we 
buy quantity orders. However, it 
is not our policy to buy in small 
quantities. We try as much as 
possible to always make our pur- 
chases to a standard package. 

F. O. Broyles, 
Broyles Electric Co. 
Marion, Ind. 


Ba 


White Pipe Saves Labor 
Editor, 
ELECTRICAL CONTRACTING: 

Your editorial in the April issue 
on “White Pipe” was splendid, but 


it did not go far enough. Since 
ELECTRICAL CONTRACTING is the 
contractors’ best friend, a little 


space devoted to this cause will 
“put it over.” 

Our own experience over a pe- 
riod of years on various makes of 
“white pipe” has settled the ques- 
tion that there is a “saving” on all 
sizes in labor cost. We have not 
bought a foot of black pipe in over 
two years. 

On one job having 5,000 ft. or 
1,000 threads not a single one had 
to be “cleaned” or a coupling re- 

(Continued on page 91) 
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More +77 
Renewals 


HEN you buy renewable 
fuses you save on yearl 
fuse costs. But how mu 
you save is measured in terms of 
renewals—the number of blow- 
outs each fuse will withstand. 
Union Renewables endure the 
stress and strain of an unusually 
large number of blowouts. The 
extra heavy grey horn fibre casin 
—vented by an exclusive meth 
which quickly releases the tre- 
mendous pressure of blowing — 
insures exceptional strength — 
longer life and service and redu 
fuse costs. Simplified design and 
fewer parts make for quicker, eas- 
ier renewals—less “‘time out’’ 
when a fuse blows. Made in knife- 
blade and ferrule types for de- 
pendable, low cost protection of 
all sizes - motors, — 
tion. e Union Fuse Chart be 
size fuse to use on all motors. 
we send you a copy? 
Jefferson Electric Company 
1503 West 15th Street Chicago, Ill. 








UNION FUSES 


Because they are worth more they really cost less 
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“Ie has a grip like its namesake” 













Biill Dai 


REGISTERED 


Split Knobs 





"Tres are 


the safe, approved 
knobs for all types of 
residence wiring. They 
mean better jobs at no 
added cost. Bull Dog 
Split Knobs, together 
with Illinois Porcelain 
Tubes, Cleats and 
Solid Knobs form a 
complete line of stand- 
ard porcelain. 








Sold Through Wholesalers 


Illinois Electric Porcelain Co. 
Macomb, Illinois 








, versed. 
| surprised to find that the wire pull- 
|ing cost dropped far below expec- 





Also we were agreeably 


tations: 

No. 14 Duplex wire 3% hrs. per 
1,000 ft. (1 man only). Outlets per 
circuit—5 ceilings. Feet per out- 
let-—18 ft. Home runs (average)— 
50 ft. 

The conduit used was GE white 
conduit, the hot dipped galvanized 
giving a clean smooth inside sur- 
face, which accounts for the above 
low “pushing cost.” 

In making up an_ estimate, 
where galvanized may be specified 
—just simply use the “black 
prices” instead of re-vamping the 
electragist data book. 

The best argument for a “pre- 
ferred” price. 

Jno. F. Costelow, 
Costelow Electric Co. 
Kansas City, Mo. 


' 


Where is That Co-operative 
Spirit? 
I-ditor, 
ELECTRICAL CONTRACTING: 

In last month’s issue “Sub- 
scriber” submits a problem on the 
charges for small jobs. I have 
been up against the same thing 
when I was located in a residential 
neighborhood and believe that this 
small work does not pay. This 


class of work does not concern the 
large contractor, but to one cater- 
ing to residential work it is really 
a problem. To keep a mechanic al- 
ways on hand for these calls which 
are usually urgent, does not pay 
without making a minimum charge, 
but on account of the small amount 
of time usually consumed on this 
work the customer, nearly always 
the female of the species, will in 
the majority of cases make a kick 
no matter what is charged. 

What then is the contractor to 
do with this class of work? It ap- 
pears to me that the contractors in 
general do not show enough inter- 
est in these common problems to 
bring them down to some conclu- 
sion. Even the editor himself for 
reasons of his.own does not give 
us the benefit of his views but asks 
readers in a footnote to reply what 
is their experience; with the result 
that no one appears to be inter- 
ested enough to reply and the mat- 
ter stands just where it was. 

That in my humble opinion is 
just what is the trouble with this 
business. There is no co-operative 
spirit. 

Louis Stern. 
Philadelphia, Pa. 


{Attention of our readers is directed to 
page 21 for a more extended treatment 
of this subject.—Editor] 








WELL-KNOWN NASHVILLE FIRMS CONSOLIDATE:—Two 
established and respected electrical contracting firms of Nashville, Tenn., have 
been brought together permanently by the death of A. A. Cunningham, head 


of Cunningham Electric Co., formerly located at 316 Church street. 


well- 


After Mr. 


Cunningham’s decease, the Deaderick & Davis firm bought his company and 
moved its entire stock to 720-724 Commerce street, where Dainey Deaderick and 
L. J. Davis (center) have operated for years. However, the name of Cunning- 


ham Electric Co., will be retained for that part of the business. 


The entire 


establishment has been remodeled and the final result will be a much larger 
store front and a new and efficient stockroom layout with the main idea being 


convenience in transacting business. 


N. R. Deaderick (left), for five years 


foreman and contact man under Mr. Cunningham, is a brother to D. J. (Dainey) 


Deaderick, head of the Deaderick & Davis Electric Co. 
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ENDURING 
LUSTRI 


CHICAGO 
U.S.A 


Reflector & Illuminating Co. \ 


Manufacturers & Engineers Y 


1415 Jackson Blvd., Chicago, U.S.A. E-REFLECTS 
REPRESENTATIVES IN ALL PRINCIPAL CITIES WC OLLLUMINATING 
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Contracting News 


Information of Interest to Electrical Contractors consisting 
of items of news, short articles, practical ideas, etc. Our 
readers are invited to contribute to this department. 


Credit Plan Adopted by Twin 
. Cities 
Minneapolis and St. Paul are the 
newest arrivals into the ranks of 
cities adopting a plan of contrac- 
tor credit regulation. The plan, 
which conforms closely to the De- 
troit Plan, was suggested to the 
jobbers of the Twin Cities by the 
Electrical Contractors’ Association 
and accepted on May 15. 
According to a letter from Frank 
N. Hurd, president of the associa- 





tion, the Minneapolis contractors 
are now 90 per cent organized and 
the association is making very 
rapid strides. In addition to the 
above activity an estimating sched- 
ule has been adopted. 


* * ok 
N. F. P. A. Approves 1929 
Code 
The 1929 National Electrical 
Code was approved by the 


N.F.P.A. at its convention held in 
the middle of May in Memphis, 
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PROPOSED ELECTRIC SYMBOL REVISION :—tThe standardization com- 
mittee of the Association of Electragists under the chairmanship of L. E. Mayer 
of Chicago, offers the above proposed changes in the standard electrical sym- 


bols. 


Prior to presenting these to the Association at its annual convention in 


the fall for adoption, the committee wishes the readers of ELEctRICAL CONTRACT- 
ING to study the suggestions and offer suggestions. 





Tenn. There was only one change 
of any importance in the Code 
rules and that related to conduit 
bends. As finally approved, it re- 
lated only to conduit bends made 
in the field and will not refer to 
manufactured bends. 


This code now goes to the Engi- 
neering Standards Committee for 
approval as an American Engineer- 
ing Standard. This committee 
meets in June and it is expected 
that approval will be granted 
quickly so that the 1929 Code may 
have early distribution. 

a 


Quantity Surveys for Boston 


About twenty of the larger elec- 
trical contracting firms ,of Baston, 
all members of the Greater Boston 
Electrical Contractors’ Association, 
have underwritten an estimating 
bureau for the preparation of quan- 
tity surveys. 

For the present the bureau will 


direct its attention only to jobs 


running into five figures. 
x * * 


New York Building Trades 
Labor Struggle 


On May 4 the Building Trades 
Employers’ Association agreed to 
the 5-day week and a 10 per cent 
daily wage increase for all build- 
ing trades employees, to take ef- 
fect August 24. Ten days later 
a lockout of virtually afl of the 
building trades was decreed be- 
cause of a general sympathetic 
strike following the use of non- 
union men by three electrical 
contractor members of the Em- 
ployers Association, the union 
having refused to let them have 
men. 


On May 22, after a week of in- 
junctions and legal skirmishing, 
both sides agreed to arbitration. 
Injunctions were withdrawn and 
the 5-day week is again insured 
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improved 


Stan Line 


“RED 8SBbO ANGERS 


The labor-saving features of the Bronze Embossed “Red Spot” Hangers 
have now been incorporated in the “Red Spot” No. 1300 Standard Line. 


The line has also been expanded to include: (a) all regular fitter sizes 
from 24” to 10”, (b) semi-rigid and twin-loop stem construction, (c) stem 
spindles and chain-break for the ornamentation of both chain and stem 
units, and (d) complete remodeling of holder design so that fitters of all 
sizes in both suspension and side-wall types have similar contour. 


These improvements mean faster, easier sales—lower cost of hanging— 
more profit. 











FREE SAMPLES FOR THE DESERVING 


The F. W. WAKEFIELD BRASS CO., Vermilion, Ohio, U. S. A. 


WRITE FOR 


PSSSSS8 SS GSSSSSSESES8 SSSSSSSSSSGSS28 EGC 00 000088 
Send me Data Sheet 1300 
I would like to see sample check 
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p These Wagner double-cap ball bearings per- 
mit the removal of rotor without pulling 
Double Cap 2 bearings from shaft, and without dirt or 
grit damaging bearings. Such construction 
results from field experience incorporated 
Ball Bearin pid S i into Wagner design ... one more reason why 


ge Wagner motor service to industry is complete. 
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Literature on Request 


WAGNER ELECTRIC CORPORATION  ( 
6400 Plymouth Avenue, St. Louis, U. S. A. 


Wagner Sales Offices and Service Stations in 25 Principal Cities ip 
Products: FANS... . Desk, Wall and Ceiling 
TRANSFORMERS ... Power, Distribution and Instrument df 
MOTORS .. . Single-phase, Polyphase and Direct Current 

















Suggested 


RESALE PRICES 
for Wiring Supplies 


The prices listed on the following pages are merely 
suggested resale prices for the commonly used standard 
supplies and equipment employed in electrical construc- 
tion work. They are based on average current trade 
costs throughout the country, very largely obtained 
from jobbers’ price sheets, and are also based on aver- 
age overhead charges. 


* *# 
Obviously, prices can be suggested only for the 
widely used products that are nationally distributed, 


and under no circumstances ‘is this section intended to 
function as a directory of products or manufacturers. 


The publishers wish to again emphasize that these 
are merely suggested resale prices and while every ef- 
fort is made to make them universally applicable and 
accurate we cannot guarantee them or assume any 
responsibility for errors. 


*+* + 


The prices appearing in this section will be complete- 
ly revised each month as trade prices may change. 


Copyrighted, 1929 
by the 


Electrical Trade Publishing Co. 
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BABY KNIFE SWITCHES.......... 
BAR Hangers for Boxes. ............. 
BASES—for Sockets 
EE SOON, ccccccccecetecses 
BEAM Clamps and Plates........... 
BELLS AND BUZZERS............. 


BENDS and Elbows for Rigid Conduit. 


C 


CABLES—Armored and Lead Covered. 


“ a6 6 baeeedniessenedas 
- Non-Metallic Romex, Etc... 
ee Packing House............ 
” Park—Steel Taped......... 
” Rubber and Lead Covered. . 
ee DS 6.0 ékei Wn easencecess 
CANDLE Sockets.......... waibeetie 
CANDELABRA Sockets... ........... 
SE IO, c.cctceeeencieneas 
SSE GON ccccccccccccsssns 
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Page 
ACORNS—for Cords and Chains ..... PL-4 & 19 
ADAPTORS and Reducers for Sockets. PL-4 & 19 
ADAPTI Fittings and Boxes.......... PL-14 
ADJUSTERS—for Cords ............ PL-4 
ANCHORS or Expansion Shields...... PL-10 
ANNUNCIATORS—Bell.. ........... PL-4 
ANNUNCIATOR Wire...........s6+- PL-28 
APPLETON Entrance Fittings. ....... PL-13 
ARMORED CABLE—BX and Similar. PL-9 
” Fittings. ....... PL-14 
ASBESTOS Millboard............0.. PL-4 
” Cord for Appliances. ..... PL-8 
vd | ere PL-29 
ATTACHMENT Plugs and Caps...... PL-16 & 17 


ATTACHMENTS—for Pull Sockets. ..PL-4 


PL-9 & 11 


BEND HICKS and Elbow Fittings. ...PL-13 
BLOCKS—Wood for Fixtures......... PL-8 
ci Enclosed Fuse............ PL-9 
BOLTS—Carriage, Stove and Toggle.. .PL-8 
nae Expansion and Anchor...... PL-10 
BOX—Connectors or Bx Fittings. ..... PL-14 
BOXES—Adapti Boxes.............. PL-13 
= Cable and Loom... ...ccsess PL-4-5 & 6 
- Gs ec ncesccivesansa PL-5 
” SU bAdenetwekcncnsenes PL-4-5 & 6 
wie Cutout or Service... ........ PL-6 
™ 0 ee PL-6 
eS Handy or Utility ........... PL-5 & 8 
™ Gikk tke reccavecnnceses PL-5 
= ch kaesonnescsnndeded PL-4 
” Entrance Switches—See Switches 
BRACKETS—for Insulators ......... PL-7 & 8 
Se, crcceberesvceceus PL-8 
BUSHINGS for Rigid Conduit. ....... PL-5 & 9 
” a PL-5 
= i ee PL-5 & 19 
BUTTONS—Push for Bell Work...... PL-6 & 7 
- Ceiling P. & S. Porcelain. .PL-8 
BUZZERS AND BELLS............. PL-6 
BX—BXL Armored Cables........... PL-9 


PL-9 


PL-9 


PL-28 
PL-28 & 29 
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C—Continued 
Page 
CAPS—for Attachment Plugs ........ PL-16 
- Entrance Fittings............ PL-13 
SE BIR coc cacncconcenssed PL-8 
CEILING Switches...........e.e000: PL-21 
= Re PL-8 
CHASE NIPPLES and Couplings. .... PL-16 
CHAIN for Pull Sockets, ...........-- PL-19 
CIRCUIT Boxes and Residence Panels. PL-17 
SOONER s 6.008 c0ccccceccovees PL-15 
” PGs 4 wntcauerances PL-9 
_ BERRBe 0a 0steeescenecees PL-15 
ss Table for Bell Work. ...... PL-7 
si or Straps for Pipe......... PL-9 & 27 
Ce COUNON. ¢ cccclnkcccctcéaceces PL-19 
CLEATS—Porcelain Insulator........ PL-15 
CLIPS or Straps for Pipe. ...........- PL-9 & 27 
= Pt Bas 6 tcepbadeeenecanee PL-9 & 15 
COLORING Fluid or Liquid.......... PL-9 
GE MNO 6c cdaddncntisions PL-5 
.PL-9 


CONDUIT—Rigid or Flexible Metal.. 


Bushings and Locknuts. ..PL-5 & 9 
= Cs icnecceéccuncs PL-9 
- Elbows and Bends....... PL-9 & 11 
= Fittings All Types....... PL-11 to 14 
- Flexible Armored. ....... PL-9 
= ONL, voceccusdstemes PL-15 
= Locknuts and Bushings. ..PL-5 & 9 
= 0 eee PL-16 
CONDULETS—Fittings.............. PL-11&12 
CONNECTORS—Armored for BX, Ete.PL-14 
sig NNN. onc ctscccus PL-10 
= Fixture, Wire & Cord PL-9 
- Greenfield and BX. .PL-14 
= Cord and Motor. ...PL-10 
COMPOUND—Pothead.............. PL-17 
CORDS—All Types...........seeeees PL-8 
wi for Pull Sockets ... 0.00. PL-19 
™ Extension— Made Up....... PL-10 
I, vc ccccaccceusecucnd PL-4 
- IEEE DORs 666 sseesennes PL-9 
- SII, 6 cccaccccccceseces PL-9 & 10 
COUPLINGS—For Conduit.......... PL-9 
COVERS for Outlet Bores............ PL-4 & 5 
CROWFEET for Fixtures............ PL-9 
CUTOUT Boxes—Steel. ............. PL-6 


CUTOUTS—Plug & CartridgeEnclosed. PL-9 


D 


DAMP PROOF Office Wire... ........ PL-29 
So ecb cngeenscacawnenn’ PL-8 
DELTABESTON Cord............... PL-8 
- Wh od: cesnucsceand PL-28 
DIM-A-LITE Sockets.............4+. PL-19 
DOOR Switches and Openers......... PL-21 
OO Trips and Goering. ...occccccee PL-7 
DOSSERT Connectors............... PL-10 
ELBOWS or Bends for Conduit....... PL-9 & 10 
ELECTROLET Entrance Fittings..... PL-13 
RD PONGBi ccc oc cccccccecicess PL-10 
-™ eee eee PL-9 
ENTRANCE Fittings. ............... PL-13 
™ Panel Switches Plug Type.PL-21 
“ Safety Switches......... PL-21 to 27 
ERICKSON Couplings for Conduit....PL-9 
EXPANSION Shields and Bolts....... PL-10 
EXTENSION Cords made up......... PL-10 
aad Ot DO oc ccccccscs PL-4 
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Page 
FEDERAL Bushings and Similar. ..... PL-5 
FEED THRU and Pendant Switches. ..PL-21 
FITTINGS—Armored Cable.......... PL-14 
- Bc 6 watesivicceiessn PL-13 & 14 
- Condulets and Similar....PL-11 & 12 
= Electrolets and Similar. ..PL-13 
bad Entrance All Types...... PL-13 
” ere PL-14 
- Kondu Threadless....... PL-12 
- Spragulets and Wirelets. .PL-13 
FIXTURE Blocks—Wood............ PL-8 
- Cid atdeviesecuctapes PL-8 
= Db tatchdneneceumaswue PL-27 
~ Midekeetahestiontons PL-29 
FLASHERS Skeedoodle Plugs......... PL-17 
FLEXIBLE Metal Conduit........... PL-9 
” Loom-Non-Metallic....... PL-15 
FLOOR Pushes and Treads. .......... PL-6 & 7 
= PD Giddetanesseedeckdwees PL-6 
PLUSH Receptacles. ....cccccccccces PL-18 
** Switches and Plates.......... PL-20 
gE ee PL-28 
BPUSES—All Types. ....ccccccccccces PL-10 
= Blocks—Enclosed........... PL-9 
EE Saco ecenséuansendiceondes PL-10 


FUSENTERS and House Panelboards.. PL-17 


G 


GASKETS—for Condulets........... PL-11 
G. E. Fittings—Entrance. ............ PL-13 
GEE VEE “ er eee eee ee PL-13 
GREENFIELD Flexible Conduit...... PL-9 
weed Connectors for Flexible. PL-14 
GROUNDING Clamps............... PL-9 
EG ietvoucocencvceweuns PL-19 
GROUNDULETS Fittings............ PL-14 


HANDY BOXES. .....00 ccccsces -+.PL-5 
HANGERS—Conduit and Cable ..... PL-15 
a for Outlet Boxes......... PL-5 
HANDLES—for Sockets............- PL-19 
™ for Snap Switches....... PL-20 
HOUSE RACKS and Wireholders..... PL-8 


I 


INCREASERS for Conduit........... PL-16 
EY SUMED, ccc desacccesacce PL-16 
INSULATING Links for Chain ...... PL-15 & 19 
bos Paint or Varnish....... PL-17 
” I ry PL-16 & 27 
BE POIs oo: cc ctbccndvondecscoteese PL-17 


KNIFE Switches—Baby.............. PL-21 
KNOBS—Tubes and Cleats........... PL-14 & 15 
KONDU Threadless Fittings.......... PL-12 & 13 
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L P—Continued S—Continued 
Page : 
Po en Le eae ee wee PL-15 & 27 PLUGS—Attachment and Appliance... PL-16 SWITCHES Pendant and Feed Thre. PL-21 
LEAD Covered Armored Cables....... PL-9 SEE mentee na nees cones a co eR cxccsesessnes E09 & 2 
‘a “ & Rubber Cov. Cables. .PL-29 PORCELAIN Bushings.............. PL-5 ee a ee PL-28 
iT) 
LEVOLIER Switches................ PL-21 eG as6<canss asad PL-9 SWITCHES—SAFETY ENTRANCE TYPE 
LINKS—Insulating. ............... PL-15 & 19 een enobs and Tubes....... PL-15 (Bulldog. ..........+.++. PL-24 & 25 
o Renewable Fuse............. PL-10 POWERLETS Fittings......... stitp:PL-13 Columbia............+.. PL-25 
LEQUED fer Colecing ...........0000 PL-9 PUSH Buttons, Treads, Etc........... PL-6 & 7 OO rae PL-26 
LOCKNUTS—Conduit............... PL-8 & 15 Safety | Noark............++++- PL-24 
LOOM—Non-Metallic Flexible........ PL-15 Entrance) Square D............++. PL-21 & 22 
“ Clips tans SOE ae PL-9 R Type Trumbull eee resceeeseses PL-22 
I itis ictnmensiacess PL-7 Trumbull-Vanderpoel. ...PL-22 & 23 
LUGS—Soldering for Wire............ PL-15 reae bercesae eis seeeesceceens PL-26 
LUMINOUS Acorns for Cords eeececese PL-4 & 19 RACKS and Wireholders............. PL-7 & 8 Westinghouse re ees PL-23 & 24 
‘5 Buttons for Switches... . .PL-20 re PL-19 
RECEPTACLES—Flush............. PL-18 T 
” TAGs ccwceccscesees PL-19 
bes Pctvaveccseve PL-18 & 19 
M “ for Conduit........ PL-10 to 14 | TABLE Clamps...........c00ee00e0- PL-7 
REDUCERS—Conduit............... PL-16 TAPE—Friction and Rubber.......... PL-28 
"= CHOMBR <0 cscccocccvcces PL-16 TAPLETS Conduit Fittings........... PL-11 
ee PL-29 = Pin nscecdasccceuses PL-4 THELEPIIOINE, Wires cc ccc cccccccceces PL-29 
METAL Molding. ..............+00+: PL-15 RODS for Grounding... ...........+-- PL-19 TERMINALS and Soldering Lugs. .... PL-15 
7). MAG 644s¥descbeckkus PL-16 ROMEX and Similar................. PL-9 THREADED Pine... .ccccccccccceses PL-17 
METER Service Switches... .......... PL-21 to 27 | ROSETTES—Porcelain.............. PL-19 THREADLESS Conduit Fittings...... PL-12 
MINIATURE and Candelabra Sockets. PL-18 ses for Conduit Fittings ....PL-11 to 14 | TIME Switches...........seeeeseeees PL-28 
rer PL-19 WRI DOG. oo o's cand Pde cccccss PL-28 cn ccccuvesekasani PL-8 
MOTOR Cord Connectors. ........... PL-10 “ OTE” PL-20 
UE SEE noe oesbsscecceace PL-15 & 16 TRANSFORMERS—Bell and Toy....PL-28 
= ve, ee PL-16 S TENE son cccccccasecscsies PL-6 & 7 
MULTI Bushings..........seeeeeeees PL-5 TU ORD. 6.0.0 0.0. cccccnscees PL-15 
TUMBLER Switches and Plates....... PL-19 
SAFETY Switches—All Makes. ....... PL-21 to 26 
N SALTS—Soldering.................-. PL-26 
SCREWS—Steel, Brass and Lag.......PL-15 & 27 U 
SERVICE Boxes or Cutout Boxes..... PL-6 
NAILS—Insulated...............000- PL-i6 SEREEDO—Rapension............--- ri Page 
NIPPLES for Conduit ............++ PL-66 SSRs Saas Sigs... -.. +. oa UTILITY Boxes.......+++0++ seeeees PLS 
SLATE Base Cutouts...............- PL-9 UNILETS Conduit Fittings........... PL-11 
SNAP Switches—Wall................ PL-20 
oe bad Pull Cord Type...... PL-20 & 21 
O SOCKETS—All Types.............-. PL-19 
BEES BORGES. 2 oc cccccccccccess PL-4 V 
” pe ee eee PL-4 
Oe ee. PL-29 sae BwORIAGS. 2 oc cccccccccccess PL-5 & 19 V. V. FITTINGS for Conduit......... PL-11 
GUM Bhate. «2 onc cccccseccss PL-21 te Extensions..........+-++++- PL-4 VAPORPROOF Fittings. ..........+- PL-12 
OUTLET Boxes and Covers.......... PL-4 & 5 ” TOMES oo svicecvccccscosive PL-19 VARNISH and Paint.............-6+ PL-17 
OVALDUCT Metal Moulding......... PL-16 SOLDER—All Types............++-- PL-27 
= Pe cuectencewesénsnced PL-17 & 27 
SOLDERING Lugs. ................. PL-15 W 
SPACERS—For Boxes............... PL-4 
P SPRAGULETS Fittings.............. PL-13 
SPRINGS—Window and Door........ PL-6 & 7 WEATHERCAPS Entrance Fittings. ..PL-13 
SQUEEZE Connectors. ...........:- PL-14 WEATHERPROOF Wire...........+- PL-29 
PAINT—Insulating. ..........0.0002 PL-17 STAPLES for Bell Work............. PL-27 & 16 - Conduit Fittings. .PL-12 
PANELBOARDS Small House Type... PL-17 STEEL Taped Park Cable............ PL-29 WIRE—Rubber Covered. ............ PL-28 
PED, 6s cuscovecacssacace PL-21 NS bres ce cc ewitncsecssecs PL-8 * Weatherproof... ...cccscccees PL-29 
a | i ee ere rer PL-29 STRAPS and Pipe Clamps............ PL-9 ~ ORs vena é0esa0renns PL-29 
Pe DS avon 8. ct0sccedrecees PL-17 & 27 | STUDS for Fixtures................. PL-27 ss Asbestos Range.............. PL-29 
PENDANT Switches...............-- PL-21 SUPPORTS for Switch Boxes....... ..PL-4 sd ee PL-9 & 10 
FE cto cccivccrcvsesceeces PL-7 NG oui eke nec deeoceececia PL-4 os SS Se ere re PL-29 
PIPE—Rigid Conduit................ PL-9 = Pas ot inonstnnseiesdsn PL-20 = EP eee TT PL-29 
- Cieeees a6 Gtraee. 22k. ccccsce PL-9 & 27 SWITCHES—Canopy............... PL-21 = Lead and Rubber Covered. ...PL-29 
- PN wadiscuceverssdavesad PL-16 * BOE hve ds canceensens PL-21 - RIES cc icdviccectececeds PL-29 
= De ee re PL-17 - Entrance and Panel.. ...PL-21 to 27 - Telephone and Telegraph..... PL-29 
IN vnc s ckccdcsicncncden PL-15 = Flush-Push-Tumbler- WIREHOLDERS and Brackets....... PL-7 & 8 
” for Receptacles ......csccees PL-18 Berks bane v0.00 0% PL-20 | WERELETS and Spragulets........... PL-13 
see OF PS b's 455060065052 PL-20 ™ Pe ileth cae adncuens PL-21 | F< hividonstecdsnesevaee PL-16 
NL sc ccacackanscocegames PL-9 * PU e Ais besicaccses PL-21 | We wees hI CBS. ccc cccccccessd PL-8 
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Suggested Resale Prices 


for 


Wiring Supplies 





These are merely suggested resale prices for the commonly used products that 


appear regularly on jobber price lists. 


They are figured on generally accepted 


principles for computing resale prices and should cover average conditions but 


are not guaranteed. 











(See note on title page.) 












































A-SUNDRIES LOCKTITE SWITCH BOXES 
Gem or Similar 
= For Loom with Mtg. Ears without 214 rT ¢ 
ASBESTOS AMPS... cs seccsscccces see 4” $.24 29 
Asbestos Millboard—Per Pound—20c. ae kgm with, Mes. fee & Cine. 244 FCT 27 .32 
ANNUNCIATORS Clamps....... ere 2&2 XT-XCT-XST 38 
H T For Rigid Conduit, Mtg. Ears 
on” ype Paw Paw without Clamps............ 2&2% BT-BST .29 .34 
Edwards No.91 White Ansonia “Compe- “ Auto- SECTIONAL SWITCH BOXES 
No. Drops 81 Dixie Enam. 301 to 309 tition” matic” s 
2 Drop 10.00 ee © “tedege- §° Sanna Guarantee Union or Similar B S 
3 = 11.75 15.00 a - =3>é'- Sree 8=—, aes Black Galvd Black Galvd 
$ “ eo 4 3 -< a 3-3 For Loom or Rigid Conduit 1% Deep No. 170..... .$.24 $.27 $.20 $.23 
8 “ 19.75 23.10 17.00 20 00 25.20 For Rigid Conduit 2% Deep—2 Gang No. 160..... .87 .95 37 .40 
10 e 23.00 26. 50 19.50 23.40 30.00 
13 - 26.50 29.75 22.70 meee” ehaeae _ —— SWITCH BOXES 
ec000e §§$‘cesess . eeease éb0006 on Or Similar 
io, “Sh. “ee oo von canbe Solid Drawn for L ” Deep Type SS BI Sie 7st Sat 
? ; (All other Annunciators—Sell at List less 10%) * Feet a ae Rigid BY aie No. 185-i81-187-Gaiv. ae —_ — 
sia “ with Lath Support, 181-BB-GALV. ..... . 26 
nei: ~*e TANDEM SWITCH BOXES 
Bryant Benjamin Hubbell Weber Black Galvanized 
°. No. No. No. Ea. Loom, Cable, Conduit 2Gane 3Gang 4Gang 2Gang 3Gang 4 Gang 
Medium to Candelabra. ........... 392 Saw bbens 392 $.25 | Tandem Boxes 1% & 2’ Deep $.68 $1.10 $1.63 $.82 $1.24 $1.90 
peeeenre se Miniature. ......... 391 ‘se eeeens "S60 .20 ™ “ 2% 62%" “ .81 1.23 1.90 95 1.37 2.18 
Mogul to Medium. .........eeeee- 421 oe .50 
Ecc acesncueunéenns a nk) 6jeeee roe 15 DOOR SWITCH BOXES 
Parallel Blades to Medium......... ess TTT .30 s : Black Galvd. 
Porcelain Blades to Medium....... KF stint 5424 .80 | Union No. DS-1-3 & 5 Appleton 7010-12-14 without Clamps $.52 $ .62 
Composition Blades to Medium.... KL 5897 .50 “ No. DS-2-4 & 6 “ 7011-13-15 with Clamps... .62 .72 
Pp 
wo. 01 Soke BO ORET EXTENSIONS LAUNDRY BOX il ieee 
Benjamin No. 91 Socket Extension—Ea.. ... 2.2... cc cececececececes $.40 . n ‘ou 
No_119 Socket Extension for New Type A Mazda Lamps—Ea......... “15 | Gemor Appleton—with Receptacle. ..--....--..-------: $1.00 $1.40 
ATTACHMENTS FOR PULL SOCKETS SWITCH BOX SUPPORTS 
i i BE « v.50. 5.000664 580 On wdcdesenvevnenieassane $.40 
ADJUSTERS _— Each 
An eT eee ee rey ee ee .20 
For Cords Price , For Concrete Boxes See Page PL-5. . 
Universal Cord Adjuster Standard No. 1417 33%" LeGGr occ ccsces eases $.10 For Solid Gang Boxes See Page PL-5. 
« > : festery Nee oh se ass ga eneuseennebees ‘= 
« Reinforce o. PY EMER cc ccecssesoee 
Ball Type Ne. 1608 & & for Type C Cord, ...cccccccccccccccccccccece -08 BOXES & COVERS, OUTLET 
e No. 4634 & 5 for Reinforced Cord... ......cccccccccccesees .10 
ACORNS BOXES, OCTAGON & SQUARE 
Hubbell Rie. aoe Acorn Adj ey vag hange cana Lédeocnuabuekodnnie $. ~ Covers Priced Separately 
ss o. 698 = tandard for Pull Sockets. ...........-eeee0% a Ini : . 
“ No.7004 “ Candelabra Detachable. ...........+-+esee0 .10 ee Size Depth see Bae <a 
“ No. 7015 or Bryant 750 Luminous Acorn... ....-..--++0+-++: .30 24151 314" Oct. Deep 34” KO 146" 1s" 4—¥" $. 14 $. 16 
‘ 4 _ — 3% ° . 
M155 34° “ « "KO 1%” 7—%4" 8-34” (16 (18 
BOXES, SWITCH 26121 314” Round Shallow 4%” 2-16" 115117 
Seize te? No Kars "ig" 1311s 
6126 - © 5 o Ears an a 
STANDARD SWITCH BOXES 36113 344" “ “ i" 914" 14116 
Gem Nos. Price Each 36114 3%” « . 4” 9—4” mm 66 
Description ept or Similar Black Galvd. | 36115 3” “ = 4%” 7—%”" ae 
For Loom Without Clamps...... 2&2%" <A-C-D-E&S $.20 $.22 36116 3%” * ” 4” 8—k” .12 .14 
sad a ™ " puguan 2K" F 15 -17 51151 4” Sq. Deep 1%” 5—\’” 8—4” .22 .25 
e “ With 2 Loom Clamps. . 2%" FC .18 -20 52151 = - 4%” KO 14” 4%” 10—%” .20 .24 
For Metallic Cable with Clamps.. 2 & 24%" X & XS .20 .23 52151 4” Oct « 4%” KO 1%” 5—%” 10—%" .22 .26 
+“ “ “ “ “ ee “7 34 37 5415 4” “ “ yy” Ko 1%” 5—4” 4—\l4 ; 17 .20 
For Rigid Conduit with’t Clamps 2-2%-2% B-BM & BS .20 .22 54151 4” « bad 4%” KO 1%” 5—%"” 5—%"” .20 «2.23 
“ “. “ “ ‘ 1%" R .22 .25 54155 4” “ “ 1%” 9—%” 8—k’” .25 28 
« e ” S - 314" BD .34 .37 54171 > se 24%" 5—%” 4—h” .30 .35 
Spacere—For Spacer for any box deduct from box price .04 .05 56111 4” Round Shallow 3. BS ‘30 ra § 2 ‘- = 
56111 4” “ “ ” ” _— 3 ss 
BRACKET SWITCH BOXES 56112 4” “« « ‘ 14" 4— 3" 10 «12 
Gem or Similar Black Galvd. | 56115 4” a, 4” 9—l4 oe 
For Loom, Lath Supports-No Clps. 24” FB $.25 $.30 | 56116 4" “ Oo iG. 2, ll .13 
For Loom, Lath Supports-with Clips. 2" FCB .28 .33 | 56121 = pe y- 4, 4 a. aa 
For Metallic Cable, Lath Supports 56122 * a be 24" 5—* -13 .16 
We CHAGRSS coc cccccccccece 2&2% XB & XSB .34 .39 56125 4 * Sc. De 4) oe . " .32 37 
For Rigid Conduit, Lath Supports 72151 4-11/16" Sq. Deep 134" +4 -55 
No Clamps. ....c.csecceees 2&2% BB & BSB .30 35 72171 4-11/16 2%" 5—% ink .65 
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Boxes & Covers Bushings 
COVERS, ROUND BOXES, OUTLET 
For 34" & 4” Octagon & Round Boxes 
Universal Price Each 
an °. So Piet C3 Dustiotign na ty a ARMORED CABLE BOXES 
24C- si at Closed Cover Blan esecece .06 . : 
24C-2 ‘$ Raised 36" Closed Cover Blank. 06 .08 Se a ome. 
2C-6 at wit a) ee cevccces .07 .09 , 
24C-7 - Raised with 46" KO ........-.0-5 -08 -10 Size Stud Cla tit Chicano Appleton Prod sy Price 
24C-12 we Raised %” Hole, for Cord or Bush. 08 -10 | 3%x% Round Yes Teo No 2365 $.30 
C-28 - Spider Flat for Surf. Mntd. Devices. .10 .12 314x116 “ “ ie) \ at. a4 2355 36151XS  .35 
2C-31 = Raised %’ "Opar. for Sign Recep..... .08 -1l | 34% x1% Oct. “ “ “ 1288XS 24151XS 35 
C-33 S Flat Opng. %” for Spec.Sign Recep. .23 -25 | 316xl4 Round No “ No 1286. Keia . "20 
24C-35 & 36 “Raised Opng. %" for Scrw SignRecep. .08 -10 | 34%4x% Yes “ Two 1287XS ia .... 86125XS .30 
C-1 4” Flat Closed Cover. .........es0000 .08 -10 | 3%x1% « “ “ “ 2 ails 4 "30 
54C-2 « Raised 54” Closed Center.......... .08 10 | 4x1% Oct. « “ «“ 1291XS 2345 54151XS .40 
54C-3 e Raised 5” Opening | ee oe oan 13 | 441% “ No “ “ 1291X 5421 2348 B4151X "35 
54C-6 = plat vy yey toe -08 -ll Hope r 9 ‘ E ; 
++ aa peieed wis teetieter Cord.” - s eS we No. 2-4-12-14 Straight Electric or Combination Each...........-. $.20 
54C-28 es Flat for Surface Mounted Devices. . .10 -12 Boxed 5200 & 5201 “ are tae a 
C-31 : Raised for Sign Receptacles ....... "oe -12 > & thay =e ehh OT OC LU SY ohetnaneetes -20 
— &36 334” Porc. Round Cov. for 334” Boz with hole$. 4 -12 ag as te ie Standard Cable DOL: 5.4060 beswsniweshmnoeesheeibate -20 
1173 4 Porc. Round Cov. for 4 Box with hole $. 30 oO. -54-55-56-57 Dead Ground Type Seem ee meee eeeseeseseeeeeeeees .30 
BAR HANGERS FOR OUTLET BOXES 
COVERS, SQUARE Without Boxes 
For 4” & 4-11/16” Square Boxes (With % Fixt. Stud) : Steel Union 
Universa Price Each Straight 18” Bar sbi 00 Sooo “ae eo0d a S35 
Size Description Black Galvd. | Straight 24” Bar SBHL 900A 6601 24 6000 10A 
52C-1 6 8S eee eee -- $.09 $.12 Shallow 19% Offset Bar BHS 905 6602 21 6001 11 
52C-3 “ “Raised Closed Center.......+.+-+-- .12 -14 | Shallow 24” Offset Bar BHSI ae ing aia. CASE 
52C-3 =e es 15 -18 | Deep 1949” Offset Bar BHD 915 6603 22 6002 12 .30 
52C-6 a - Flat with 46” KO. .......... -12 -14 | Deep 24” Offset Bar BHDL cnet ache, Cines eee eods .35 
52C-7 Raised with 14 KG 17 -20 | Straight Old Work Bar BHOW 920 6604 23 6003 13 .20 
52C-12 ath ole for Cord 14 -16 | Universal Box Cleat BH 910 6605 24 6005 14 15 
5§2C-13 “ “ Raised 4” For Single Flush Devices -12 -14 | Straight Saddle Bar 18” XBH 20 
52C-14 ea + bp 7 Bi ei M 13 16 3 tre, kee Lake oles ‘ 
a8 a am ty wate a = 6 BAR SETS 
52C-17 & 18 4” “ Raised 4%” For Two Flush = 18 121 
52C-21 “ “ Raised 1%" For Two Flush “ -28 .30 F Si ! Bush Steel Price 
2C- “ « Flat For Surface Mounted.......... -— Mies eat Gare Clonee Cte Sees Se, Ce. 
52C-35 & 36 4” Sq. Raised for Sign Recegeacten rt Balke -17 .20 com 34x46 ound None None None 498L 36116B $.35 
52C-48 ~ Raised with 2% Opening........ .13 .15 2 x 2 wo « 298LC = 36116BC 40 
52C-62 “ Raised 4” For Single Flush Devices .12 14 e oe - Yes None - 5211 36115B -40 
OS ed a -  errerreeeres sae -30 | Gay) P N wo ~ 2ILC = s6115BC 45 
72C-2 Raised Closed Center........--++++ ison -36 =" exis a = ‘a BesE eRe. SEeee ens 35 
72C-3 “ Raised 2%" Opening....... oa) nah .40 o Binks O Y a Two S5382L eee sense -40 
72C-12 “ Raised with Hole for Cord.. “40 vs 4x1? ct es is DO scsacass ebeabuad 45 
72C-14 52 Raised 34” For Single Flush ‘Devices -43 “ 4x1} “ “ pa Two 589 wesw eens -50 
72C-18 « Raised 4” For Two Flush. ore 55 2 m4, a RP pages tere sees = 
72C-48 Raised 2/4" Opening.........-...- Rie: 40 Conduit 4x4 Round None None None BH4C 56112B :35 
> oe $ Yes - ™ BH4CL 56111B 40 
For Ex sed Work 4 Bush Union Price 
Universal po Price oe 72 4 Ears Clamps Plates Chicago Galvd. 
No. Description Black Galvd. om 3}4x14 = None None None 260B $.35 
N-8490 to 8493 4” Cover For One Push or Toggle Switch or “ - a ie Two oe 260CB -40 
one Single or Duplex Receptacle........ $.25 $.30 ya = pat Yes None ~ 261B -40 
N-8493A to 8500 4” Cover for Two Push or Toggle Switches Cabl a Two ps 261CB 45 
er Two Receptacles or any combination “a Ht) “ None “ Two kD ‘= 
Or i I i nin ankkds adccnbencsens $.35 $.40 “e 31g x14 Oct. Yes pa al 1289B ‘45 
= ee - Two 1289XB .50 
ox 7 a - 8 “ 4x1% “ “ “ Nose 12008 50 
“ “ “ “ “ “ wo 1 .55 
TENSION RING Conduit 4x% Round None None None 109B .35 
For Flush Devices oes Yes « “ 109LB .40 
Universal Description Price Each 
95151-37181 a Oc Ri 1 aor bar 
= tagon Ring—1% Deep............ an ° 
63151-55151 Square or Octagon foeibg Deep.... 32 
55171 re Octagon Ring—2{” Deep............-. .48 .54 BUSHINGS & LOCKNUTS 
HANDY OR UTILITY BOXES & COVERS BUSHINGS & LOCKNUTS 
Univ. Appleton G. E. Black or Galvd. For Rigid Conduit 
No. No. No. Description rice \y” 4%" sed 1%" 
58361 4-CS 58361 Box 4 reat as oo Size $.25 DE 6 cenkisebieteeew $.01 $.01% $.02% $.06 
aaa 3-OS 3400 - 3%, x2 1% * -80 | Bushingo—Each.....ccccccccsccoce ‘ .03 -06 .10 
58151 ae “ 1 nes 1% “ “ -30 4" ” ” “” ” 4” 
58371 - 4 x x 21% x 2% * = .30 Locknuts—Each.......... $.10 $.14 $.24 $.38 $. $8 .68 
BAAS GOEEeP =n esens “« 4x24%x2% as _ .55 Bushings—Each.......... .13 .24 .35 .55 1. ‘Oo 1.65 
58Cl 2540 34R1 Cover Flat Steel Closed .13 
Gate See @  onaves = “ Porcelain 1 poy" Hole .18 
gc 285010082010 “ «Steel with 36.00 96 Nip. 80 PORCELAIN CLAMP BUSHINGS 
eee eo “ For Snap Switc A : “ ” 
58C36 2567-8 see: g “ P Sian Receptacles , “30 Federal’’ or Equivalent 
3 4 over For Push Button Switches -25 i : : 
58R5 2539 34R5 “" " Single Receptacles 25 No. To ae weak Bushiog Bayo Bing 
58R7 2510 34R7 “« —“ Duplex Receptacles _ Sia jen” % “1%, No. 10 $.10 3. = 
eee 2594 34R14-15 a “ Toggle or Tumbler Switch .25 | a-1y% o % 134 ~©=© No. 10 Rt 04 
A-2 we 1g 1% «©6No. 8 -11 .04 
H FF ¥ Cee SS 
oO. ° d 
CONCRETE peng ae COVERS A is" 1 i s (CM 8 10 
alv ill. . : 
y B-1 4” % % No. 10 ‘21 ‘04 
1%” . 4” , Ie «< 5” 6” K-1 i$.. e g No. 10 .382 .04 
Complete onl Plate & Stud $8. 4 $.40 $.40 $.45 $.50 $.55 $.60 $.70 | K-2 & 1G 13% No. 8 .387 -05 
with “less “ 35 135 140 «645 «150.5565 
PORCELAIN NO CLAMP BUSHINGS 
SOLID GANG BOXES & COVERS Multi- With Spring Clip, Not Threaded 
Galvd. Only 2 3 4 5 6 7 8 Catalog No., Multi............. 90A 90B 91 92A 92B 
ang Gang Gang Gang Gang Gang Gang | eee % Wg 18 yy 1 
Box Price... $.80 $1.20 $1.65 $2.10 $4.00  §§ Bee Ba eee % % i) oe 
Cover “ .40 .60 . 80 1.00 2.00 3.35 3.70 PURNB. 0 6.06 00s sede 885 0s008be5008 $.05 $.05 $.05 $. $. 
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|mmediate 


Shipment 


all Summer from these Distributors 











Akron, Ohio 

Summit Chandelier Co. 
Albany, Ga. 

Albany Hdw. & Mill Supply Co. 
Albany, N. Y. 

Albany Hardware & Iron Co. 

Esco Electric Supply Co. 
Albuquerque, N. M. 

Chas. Ilfeld Co. 
Allentown, Pa. 

Elliott-Lewis Electrical Co., Inc. 
Amarillo, Texas 

Nunn Electric Co 
Atlanta, Ga. 

Capital Electric Co. 

Peaslee-Gaulbert Co. of Ga., Inc. 
Baltimore, Md. 

Lee Electric Co. 
Beaumont, Texas 

Neches Electric Co. 
Binghamton, N. Y. 

Bunnell-Stevens Co., Inc. 


Southern N. Y. Elec. Supply Corp. 


Birmingham, Ala. 

Interstate Elec. Co. of Ala 
Boston, Mass. 

Sager Electrical Supply Co. 

George H. Wahn Co. 
Brockton, Mass. 

Sager Electrical Supply Co. 
Brooklyn, N. Y. 

Parr Electric Co., Inc. 
Buffalo, N. Y. 

H. I. Sackett Electric Co. 
Cambridge, Mass. 

Sager Electrical Supply Co. 
Canton, Ohio 

The Electric Sales Co. 
Chattanooga, Tenn. 

Motor Supply Co. 
Chicago, Ill. 

Electric Appliance Co. 

Revere Electric Co 

Steiner Electric Co. 
Cincinnati, Ohio 

rhe F. D, Lawrence Electric Co. 
Cleveland, Ohio 

rhe Allen Electric Co 

Davis, Hunt, Collister Co. 

Milner Electric Co. 
Columbus, Ga. 

Butler Brothers, Inc. 
Columbus, Ohio 

Smith Bros. Hardware Co. 
Dallas, Texas 


Elmira, N. Y. 

Southern N. Y. Elec. Supply Co. 

Evansville, Ind. 
Boetticher-Kellogg Co. 

Fort Smith, Ark. 
Atkinson-Williams Hdw. Co. 

Fort Worth, Texas 
Miller Electric Co., Inc. 

Hagerstown, Md. 

Schindel, Rohrer & Co., Inc. 

Hartford, Conn. 

The Hartford Elec. Supply Co. 

Hastings, Nebr. 

W. M. Dutton & Sons Co. 

Holyoke, Mass. 

The Roland T. Oakes Co. 

Houston, Texas 
Roberts Empire Electric Co. 

Indianapolis, Ind. 

Meier Electric & Machine Co. 

Jacksonville, Fla. 

Perdue Office Furniture Co. 

Jersey City, N. J. 

*arr Electric Co., Inc. 

Joplin, Mo. 

Glasco Electric Co. 

Kansas City, Mo. 

Missouri Valley Electric Co. 

La Crosse, Wisc. 

W. A. Roosevelt Co. 

Little Rock, Ark. 
Treadway Electric Co. 

Los Angeles, Calif. 
California Hardware Co. 
The Electric Corporation 

Louisville, Ky. 


Peaslee-Gaulbert Corporation, Inc, 


Lowell, Mass. 

Frank P. McCartin Co. 
Lynn, Mass. 

Sager Electrical Supply Co 
Manchester, N. H. 

Granite State Elec. Supply Co. 


Mansfield, Ohio 

The Hartman-Spreng Co. 
Memphis, Tenn. 

Dawkins Electric Co. 
Miami, Fla. 

Robertson Supply Co., Inc. 
Minneapolis, Minn. 

Northland Electric Supply Co. 
Nashville, Tenn. 

Anderson’s, Inc. 
Newark, N. J. 

Parr Electric Co., Inc. 

Venino Bros. & Co. 
New Orleans, La. 

Electric Appliance Co. 

Interstate Electric Co. 
New York, N. Y. 

Crannell, Nugent & Kranzer, Inc, 

Parr Electric Co., Inc. 
Norfolk, Va. ; 

Woodhouse Electric Co., Inc. 
Oakland, Calif. 

The Electric Corporation 
Oklahoma City, Okla. 

Cook Electric Supply Co. 
Omaha, Nebr. 

Granden Electric Co. 

Lee-Kountze Hardware Co. 
Orlando, Fla. 

Robertson Supply Co., Inc. 
Peoria, Ill. 

Electric Appliance Co. 
Philadelphia, Pa. 

Elliott-Lewis Electrical Co. 
Phoenix, Ariz. 

Arizona Hardware Supply Co. 
Pittsburgh, Pa. 

W. T. McCullough Electric Co. 

Robbins Electric Co. 
Portland, Maine 

Frank M. Brown Co. 
Portland, Ore. 

The Electric Corporation 

Marshall-Wells Co. 





with 
the 


EMERSON FANS 


-Year Guarantee 


Providence, R. I. 
City Hall Hardware Co. 
Quincy, Mass. 
Sager Electrical Supply Co. 
Reno, Nevada 
J. R. Bradley Co. 
St. Joseph, Mo. 
American Electric Co. 
St. Louis, Mo. 
Brown-Hall Supply Co. 
Crown Electrical Supply Co. 
Glasco Electric Co. 
Manhattan Elec’l Supply Co., Inc. 
Shapleigh Hardware Co. 
St. Paul, Minn. 
Electric Supply Co., Inc. 
Salem, Mass. 
Sager Electrical Supply Co. 
San Antonio, Texas 
Southern Equipment Co. 
San Diego, Calif. 
San Diego Standard Elec. Corp. 
San Francisco, Calif. 
Baker, Hamilton & Pacific Co. 
The Electric Corporation 
Savannah, Ga. 
American Specialty & Import Co. 
Seattle, Wash. 
The Electric Corporation 
Shreveport, La. 
Interstate Elec. Co. 
port, Inc, 
Sioux Falls, S. D. 
Tri-State Electric Co. 
South Bend, Ind. 
Electric Appliance Co. 
Spokane, Wash. 
Marshall-Wells Co. 
Springfield, Mass. 
Hampden Electric Supply Co. 
Sager Electrical Supply Co. 
Syracuse, N. Y. 
A. M. Little Co. 
Toledo, Ohio 
The Toledo Electric Sales Co. 
Tucson, Ariz. 
Albert Steinfeld & Co. 
Tulsa, Okla. 
Missouri Valley Electric Co. 
Waco, Texas 
Waco Electrical Supply Co. 
Washington, D. C. 
Doubleday-Hill Electric Co. 
Wheeling, W. Va. 
The Front Co. 


of Shreve- 


Emerson distributors are prepared to ship fans 
now and all summer long on a moment’s notice. 


The Electric Specialty Co Wichita, Kan. 
American Electric Co. 

Wichita Falls, Texas 
Nunn Electric Co. 

Wilkes-Barre, Pa. 
Bunnell-Stevens Co., Inc. 


Winston-Salem, N. C. 


Davenport, lowa 
Republic Electric Co 
Denver, Colo. 
The New England Electric Co. 
Des Moines, lowa 
Brown-Camp Hardware Co. 


Large warehouse stocks are maintained at conven- 
ient points so that your distributor can replenish 
his supply quickly. Call on him regularly and 








i aa Supply Co. often. Keep up your fan stocks all summer long. Lambeth Electric Supply Co. 

etro, J en. , _ 

Mc Naughton-McKay Electric Co. THE EMERSON ELECTRIC MFG. CO. w onetien, Snes, WC 
Miller-Seldon Electric Co. 2018 Washington Ave., St. Louis, Mo. Sager Electrical Supply Co. 

Duluth, Minn. 806 W. Washington Bivd.,Chicago, Ill. Yeungstown, Ohio 
Marshall-Wells Co. 50 Church Street, New York City The Hood Electric Co. 


need fans—you want them quick 


—_——— 


When you 

















UMI 
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You Sell ¥§ 
Flectricat [nstallationsE 


mi 


















The thing you sell your customer is a complete 
electrical installation. Your object in assembling 
this installation is to sell it at a profit. You are inter- 
ested therefore, in all material that goes into the job. 


Don’t consider wire only, install a complete installation 
that you can sell at a profit. Choose the parts and ma- 
terials that, when every feature is considered, will 
make a reputation and show a profit for you. 


Quality wire, made by a reputable manufacturer, wire 
time-tried and tested to give profitable service after the 
job is completed, that’s the wire to choose. 


When leading contractors of the country use 


American Steel and Wire Com 
Rubber Covered Electrical Wires 


in the nation’s largest and most prominent buildings, 
that is the basis of profit in their choice. 


Any of our sales offices will assist with electrical wire 


problems whenever necessary. Our Electrical Wires 
and Cables Handbook will be sent free on request. 





ual 
58 


Job 


AMERICAN STEEL & WIRE COMPANY 


Subsidiary of United States Steel Corporation 


SALES OFFICES: CHICAGO NEW YORK BOSTON CLEVELAND WORCESTER PHILADELPHIA PITTSBURGH BUFFALO DETROIT CINCINNATI BALTIMORE 
WILKES-BARRE ST. LOUIS KANSAS CITY MINNEAPOLIS-ST. PAUL OKLAHOMA CITY BIRMINGHAM ATLANTA MEMPHIS DALLAS DENVER SALT LAKE CITY 
U. S. STEEL PRODUCTS COMPANY: SAN FRANCISCO, LOS ANGELES, PORTLAND, SEATTLE. 

Export Representatives: UNITED STATES STEEL PRODUCTS CO., 30 Church St.. NEW YORK, N. Y. 
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Cass 8532 


Here is shown Class 8532, Type B, 
identical with type A, except that it has 
no push-button station on its cabinet. 
Suitable for either two-wire or three- 
wire control. Can be o ted from a 
separately mounted push-button, or by 
automatic devices such as float switches, 
pressure regulators, thermostats, etc. 


Class 8532 is shown here 
open. It is built in two parts 
—the enclosing cabinet of 
heavy-gauge sheet steel, 
with cover hinged at the 
side and provided with latch 
for padlocking — and the 
porcelain mechanism panel. 








Electrical Control 
Equipment 


At the Switch and Panelboard 
Division, Detroit 


a Industrial Safety Switches 





Meter Service Switches 
SQUARE-Duct 


‘ower 
Fuse Cabinets 
Outdoor Meter Boxes 


ilwaukee 
Automatic Starters 


Hand-Operated 
Speed Regulators 
Motor Circuit Switches 
Magnetic Contactors 
Pressure Switches 
Disconnect Switches 
Float Switches 
At the Porcelain Division, 

eru, Indiana 
Porcelain Insulators 
Special Porcelain Products 





Square D Makes a 
COMPLETE Line of 








This is class 8532, Type A, 
A.C.,across-the-line automatic 
starter for use with polyphase 
and single phase motors. The 
push-button station is mounted 
in the cover of the cabinet— 
providing notonly aneconomi- 
cal starter and reducing the cost 
of wiring, 

permitting thestarter 
and control station 
to be mounted as 
one compact unit 
on small machin- _ 
ery, as illus- 
trated at 
the left. 













This is Class 8532, Type C, identical with 
Types A and B, except that it has a two- 
way, three-point, rotatory switch, mounted 
in the cover. Especially adapted for use with 
automatic devices such as pressure regula- 
tors, float switches, thermostats, etc. Its 
three-point switch permits either automatic 
or hand control. 








Panelboards for Both Lighting and 


At the Industrial Controller Division, 


Compensators, Both Automatic and 








BRANCH OFFICES 


Boston Buffalo Indianapolis 
New York Pittsburgh St. Louis 
Philadelphia Grand Rapics Kansas City 
Baltimore Cleveland Dallas 
Richmond Cincinnati Los Angeles 
Atlanta Chicago SanFrancisco 
Detroit Milwaukee Portland 
Syracuse Minneapolis 
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Kemember this nunber! 


It designates an automatic across-the-line starter 
designed for a wide variety of industries which 
require the safety, convenience aud economy 
of remote motor control. 


ELECTRICAL CONTRACTING 4? 





Safety, economy and convenience of 
operation are the outstanding advan- 
tages of all remote motor control... 
and these are provided in the greatest 
degree by the Square D Class 8532 A.C. 
automatic, across-the-line starter. 
Its contactor magnet provides low 
voltage protection. Its time element 
thermal relay protects against over- 
loads or phase failure. Thus machines 
are protected against burn-outs or in- 
juries from overload ... and operators 
are safeguarded. The cost of equipment 
maintenance is reduced, uninterrupted 
production is assured, and time losses 
due to breakdowns are kept at a 
minimum. Moreover, Class 8532 is good 
insurance against the power loss of 
machines running idle, since an opera- 
tor will push a stop button when he 
would not take the trouble to shut off 
a hand-operated starter or switch. 


This unfailingly efficient automatic 
starter provides push button control 


and allows the push button starter to 
be mounted on the operated machine 
or at any point convenient to the opera- 
tor. The starter itself may be mounted 
close to the motor, or where it will 
take up the least valuable space. 


Greatest flexibility is assured by the 
fact Class 8532 is made in three types, 
adaptable to any operating condition 
that may arise. 


Wherever there are motors rated up 
to 5h. p. at 220 V., or 712 h. p. at 440 V., 
to be controlled, this across-the-line 
starter can be installed profitably. Its 
low cost permits its use in preference 
to the ordinary switch. 


Complete information regarding Class 
8532 and every other item of the 
Square D line is always available for 
industrial plants, public utilities com- 
panies, contractors, jobbers . .. at 
either of the three Square D factories 
or at any of the 23 branch offices. 


SQUARE D COMPANY, DETROIT, U. S. A. 


FACTORIES AT: DETROIT, MICH., PERU, IND., AND MILWAUKEE, WIS. 


SQUARE D COMPANY, LTD., 


CANADA, WALKERVILLE, ONTARIO 


BRANCH OFFICES: Toronto, Montreal 
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PL-6 


Boxes, Floor 


Bell Push Buttons, Etc. 




































with 


Black Composition 
For Sockets 


THREADED BUSHINGS 


Porcelain without Locknut be eanenneee 


3%" 4" 

sinned $.05 Each $.06 ‘Each 

éGebvens .06 Eac 07 Each 
yy” yy" iid 
$.01 $.06 $42 





























BOXES, FLOOR 































































































NON-ADJUSTABLE TYPE 




































































For Galwanized Boxes Add 20% ¢ to above prices. 


“Full- “Lat- Rus- 
man” robe” sell 
Steel Fullman & 
City Mfg. Stoll : 
Co. Co. Description Price 
477 110 2580 Comp Out. 7 Std. Rec. & Bell Nozzle $3.90 
490 100 2590 ess Std. Rec. with Stem Nozzle 3.50 
490 100 2590 Comp. Out. L ess Std. Rec. less Nozzle 2.45 
491 Comp. Out. with 20A. Polarz. Rec. & Bell Noz. 4.90 
499 300 Midjet Out. with 10A. Recept. No Nozzle 2.45 
495 Square Out. Less Recept. with Bell Nozzle 4.35 
496 Square Out. With 15 Amp. Rec. & Bell Nozzle 5.40 
497 Sq. Out. With 25 A. Rec. & Large Bell Nozzle 8.60 
ADJUSTABLE TYPE 
400 120 2502 Complete-Shallow Box—Less Receptacle $4.35 
400 ‘ Complete-Deep Box—Less Receptacle 5.25 
401 130 Complete-Shallow Box With Receptacle 5.40 
401 — Complete-Deep Box With Receptacle 6.30 
420 Complete Large Size Box Without Receptacle 4.90 
421 Complete Large Size Box With Receptacle 6.00 
' ADJUSTABLE GANG TYPE 
Without Receptacle Price 
441 2511 Single Gang with 16” Cover Plate $ 5.40 
442 2512 Two ss om = 10.80 
443 2513 Three 7 - s - 16.20 
444 2514 Four os - = as 21.60 
445 2515 Five " a ” © igus ewe 27.00 
Extra For 2” Cover Plate, Per Gang. ...........c-ceccccccccsceecs $ .65 
Extra For Special Receptacles Latrobe No. T-208, Each Receptacle. .. 1.00 
FLOOR BOXES 
Thomas & Betts 
No. 100 Ce Ge in 6.0640 00sconescnicecdncyenea $4.00 
No. 200 3 et IDS oc cc cccdcececeeekebeueseuces 4.00 
No. 1200 Complete without Receptacle. ...........cccecccccececs 2.70 
oh eee | EIS WE BONUNIOREED, . oc cccceccuvendcescesuaceo@eaes 9.00 
No. 8000 Utility Outfit with Receptacle. .........ccccccccccccece .85 
BOXES, CUTOUT 
TYPE “‘A’”” SURFACE CUTOUT BOXES 
Black 
Width Length 3” 4” 6” 
Short side Long side Deep Deep Deep 
4 5 .50 coos san 
rif 9 ‘50 Rut moa 
4% 9 3%” 55 eT er 
6 6 .55 $ .65 $1.20 
6 8 -65 .75 1.45 
6 9 65 .75 1.80 
6 10 .70 85 HME 
6 12 75 .90 1.90 
6 15 85 1.00 er 
8 8 .70 85 1.70 
8 10 85 95 2.00 
s 12 90 1.00 2.25 
8 15 1.00 1.10 Sees 
s 18 1.20 1.35 or 
9 9 70 1.90 2.30 
9 12 85 2 156 2.60 
10 10 90 1.05 2.35 
10 12 1.00 1.:0 2.60 
10 15 1.15 1.35 3.10 
10 18 1.35 1.60 3.60 
12 12 2.25 1.35 3.00 
12 15 2.40 1.65 3.50 
12 18 ones 1.70 4.15 
12 24 ° 4 85 5.40 
12 30 10 75 12.40 
15 15 3.55 415 
15 18 4.15 4.75 
15 24 5.70 6.60 
15 30 13.35 15.50 
18 18 4.80 5.40 
18 21 10 75 12 55 
18 24 12.20 14.05 
18 30 15 20 16.65 
18 36 17.85 19.50 
18 40 19.50 21.23 
24 24 15.:0 17.45 
24 30 19.20 20.80 
24 36 22 50 24 05 
24 40 24 30 26.55 
24 44 41.30 45.00 
30 30 27.10 29 60 
30 36 41.50 47.60 
30 42 48.80 53.00 
30 48 56.70 61.20 








BELLS & BUZZERS 








Ansonia 
mA: 2%” Bell _ -g Cow or 
Name No. Description or Buzz. Bell Bell Sleigh 
No. 656 656 Sgle. Coil Non-Adjust. $ .50 ..... ..see ss naeee 
Ansonia 652 Dble. Coil Round Base a ste0  sehes — ‘eenee 
Wizard 659 Dble. Coil Non-Adjust. ae. \ tases ae ae 
Eureka 641 Dble. Coil Adjust. B.. 1.00 $1.20 $1.60 $1.70 
Acme 631 Dble. Coil Adjust. A.. 1.35 1.50 1.85 2.25 
Eureka 621 Dble. Coil Wood Br.B 1.60 1.75 2.00 2.25 
Wizard 660 Comb. Bell & Buzzer. 1.20 ae axes -)enbes 
™ oe Seren. Bid 9 scses cesses “060 
os 655 N. P. Square Buzzer.. 2.00 oniia-. eeeae = <ate 
Monitor 658 Monitor Round Bell.. ..... ae ee ee 
. 661 . Pes: . waves a eeeee nae 
Edwards 
Price 
Name No. Size Description Each 
Dixie 720 2%" Two Coil Non-Adjustable Ae $ .75 
725 - Allee ee .75 
Nubel 735 2%° * es: a Gray Enameled Bell -60 
“ 736 " - Buzzer .60 
Combel 737 2%" “ “4 “« « Bell&Buzz. 1.15 
Tubell 738 Dble. .. 3 * ws “ Two Bells 1.25 
Cadet 710 2%” Two “ Adjustable ae 1.00 
” 715 = ' = Buzzer... 1.00 
= 712 3” ” = se ae 1.20 
= 714 4” 52 - 25 Oe bate 1.60 
as a thas = “ Cow or Sleigh OD cenies 1.70 
Buz-A-Bell 730 244” - “ Combination Bell & Buzzer..... 1.20 
Monitor 156 3” Monitor Bell Nickled Gong........... 1.80 
Bronx 750 1%" Nickled Watch Case Buzzer.......... 1.25 
Edwards—Lungen 
No. 13 Bells 
Size Price 
= sgt ttt teen ee ee eee eeeeeeeeneeereaeereeneeseeseseeeeeneees «e+. $2.00 
1 CUbKKhedee SeebadiswsenasseEeen Sindeeeecdenee nee eneen 1.80 
MEE \siS60ekbOOt4bEs d bd senRee Ne eeeekAEeeeh eRe Renee beasenEe eed 1.90 
Ee nibs retnehbithds Sede deenbitinedsssetneedenanh hb kaekeedeaiee 2.00 
OT v4 SOC RGAESA EEL ELEN AKES ORRESAREANE LER OURS beeen Ndbatekennes 2.20 
— OOOO ECC PCE EOE RTT TET 9.50 
tht boas erase cndccnranencebeente (hatin nen eeewres 2.25 
No. 15 Buzzers 
Size Price 
1544" 21%" TM, tAbintnieighehtededneneeses deeb aeeew au $1.85 
24" x15” LARA need eRP Seas eke eee ees kine Bis bene 1.50 
2%" x1 SE a bonerecteamitapepamiamntens patient SRR ch 1.70 
ot OS RR Aare eee ea ees See 2.00 
34" x 2%" A etiat ac: ne wha atviaghdiaat hierdie, 0 Shs Wines apie tae pagan: Sn 2.20 
Partrick & Wilkins Iron Box Bells 
Price 
Small 24" Iron Box Bell A ype re ares $3 .75 
Fancy Gong Cow or Sleigh Bell Adjustable Dble. Coil............... 1.75 
ee SOE I ss pone. xcccwbhodsecose<ecsesaseaenee 2.00 
6” Large Iron Box Bell —5 om EERE are mrnerre a 7.50 
8” ” pli EET re 12.00 
Partrick & Wilkins Buzzers 
Price 
Standard 244” Iron Box Buzzer Adjust. Dble. Coil..............000. 75 
Ns i. ce echuvewssiewseeenseeees 1.05 
“ Midget Bee on. ET isch 6 senbneeeedssn6quesiaetead -90 
i i ME on ick odéaceccecbeadecedcswkeeedeaain 3.30 
Oak Wood Box he PU cc GNeddhdndeaenheebnacente bees 1.90 
Partrick & Wilkins Wood Box Bells 
2%" ” 4” 7 6” 
Regular Gong ped eee 60% $2.00 vt 10 ee $ 6.40 
ee. — senecdivecedsn -eeeeh 6.00 8.25 $11.20 13.20 
eae ee | 6.30 9.60 13.65 15.60 
Stanley & Patterson 
Name No. Description 2% Bell 3” 4” Cow 
or Buzz Bell Bell or 
h. 
Eclipse 200-1-2 Non-Adjust. Class C....... x £e Per ‘ - ‘ 
PREXX 210 to 18 Adjustable Class B........ 1.00 1.20 $1.60 $1.70 
Marlo 220 to 28 Adjustable Class A........ -35 1.50 1.85 2.25 
- 231 to60 Transformer Type......... 6.15 6.35 6.85 8.60 
Eclipse 208 Combina. Bell & Buzzer... BiG -anstan. sesee 
Monitor 238 |b eee s 2a 
P 240-261 Watch Case Buzz. Aden... Bi weaned. erees 
PR 265-266 Non-Adj. ME Sasss canoe 
Schwarze Small Iron Box Type 
2%” i 4” 
No. 31_& 32 Bell Buzzer Bell Bell 
OS a ae ee $.65 $.60 $1.00 $1.45 
SKELETON BELLS 
Any Make 
or - “? Lad 7 7 10” ae 
Class A.... $5.75 $6.00 ¥. * e- 40 $10.60 $16.00 $25.00 $31.50 
- cen edhud 5. 7.85 8.95 14.45 21.40 27.60 





BELL PUSH BUTTONS, TREADS, ETC. 


PUSH BUTTONS, ETC. 








eiasined P Ansonia 

ound Stampe Price 
D-33 1%, it KGa 8- oe ne 0b sedd oes .80 
506 "* Diameter Fixed Back .25 
507 ia, cnbews ecasdewsudandiaes .40 
513 15%” Diam. Loose Back .75 
514 1h” = 35 
515 —, oe - = .45 
527 2%" =“ Fixed Back 4 
579 1%” “ 562 Center 


ELECTRICAL CONTR. ACTING 

















Bell Push Buttons, Etc. 
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BELL PUSH BUTTONS, TREADS, ETC.—Continued 





























d Cast Price 
fos & 510. 3 ” Diam $1.25 
511 , Loose Back -75 
512 ze 1.25 
540 ie: .70 
550 - -95 
570 2%” “ -85 

Other Ansonia Push Buttons, Etc. 
D-33 NT, in dna ckedctsndneweet ees bekteseekecuass $ .50 
F-33 Stamped . . nce enn hdndeneeeeebesaeads .80 
G-33 DEE WOE, 5 6 occccccncesccsesseteosue -80 
505 Wood Pear Push F 
521-524 Stamped Push........ 85 
528 a pr - ee 
Oblon on oo 
541 Oblong for Car 
543 |} Sarr er ere er re 
544 “ for Card 
545 2 Gang Oblong for Cards 
545 “ 
545 “ “ 
546 Oblong 2 Gang 
547 “ee 
548 “  Sgile. Gang 
549 “ 
562 EE i ss 5 cnckntdcsentbacenseaebeteuaheres 
577 Diamond | ER ee a eee 
s OP ne PO ee 
- Wood Push Button 
Table Clamp No. 571 sichont, Cord, Floor Push or Plug. .......+s00- $ .95 
Floor Push No. 560—Nickeled. .....ccccccscccsccccccccccccccccccs .85 
Under Floor Plate No. 561 Nickeled............cceeecccceecccceses 1.05 
Combination Floor Pushes Complete Bh MING. o<'6-0 vewtewnsesseesonns 3.10 
PUR BED co ccccccesecesecececsse 3.40 
Daisy Floor Tread Complete. ..........ccececccceecccecceseccecees 1.65 
Edwards 
Di —q > as Buttons 8.2 
No. 600 PF cee, TEE. 5 06:0669406600d-606000600s6edsusees a 
No. 601 ° Diam. for Card Rotad.. .cccsccccscocccvcccesece -40 
No. 603 ” Diam. Round .20 
MIE ean noon ncawenccsp 0056 sbses6uedneeens ececgeee 30 
No. 609 Oval GUE eo h.cnboccncbessiseissesaeneetaweees 45 
Oblong Push Buttons 
No. 602 2B Gang for Cards. . ...cccccccccccccccscccccccccoce coe C1. 
No. 604 DI 6 0:0: 606.0006000000 00450408 50Ss 6a ENTE TSHS one .40 
No. 605 Ls cankindkcwseeaedouedaSeeudoneusceténebeeeesees -40 
No. 607 Ginale Fer Care, ..ccccccicsccccsssvesssecctccceseces -40 
No. 608 le OS Re SE ee Re Ae Pep Ieee .45 
DESK BUTTONS 
Edwards 
No. 59 a” ae $ .80 No. 621 ~~ —_—- $1.45 
No. 63 6. opment 75 No. 622 if. © awene 1.50 
2 oa ere 45 ReaGee Fe OM cess 
OTHER BUTTONS 
Edwards 
No. Floor Plug with Remov. Plug & Extension......... scenes $ .85 
No. 72 W & Recepende. . oo cc ccccccccccccccccccecceees 1.90 
I oo oi o52 4 6 00 5606 000es tena nnsyeeecsesaooenedy . 80 
Receptacle Only.........-. Jad panes ebaigeseeseeenes 1.40 
No. 209 NE Cs 6604 0dcdnteesscsedtccneuveeseeeteesbu 1.60 
No. 206 EN, nas 00 up ckp ce 60 ongensaredeetrebeseetede 1.10 
No. 67 Pendant Push Oak or potaqsay $.75—White. .... oo tan 
No. 268 ee TS eee eee 1.95 
ee ee Serer rrr rer reer oe -75 
DOOR & WINDOW SPRINGS 
Edwards 
Number...... 28 28C 30 30C 32 34 38 39 236 
en «< aN $.60 $.85 $.90 $1.10 $1.60 $.45 $.50 $.50 $1.10 
(For Door Openers, See Page PL-20.) 
ROUND PUSHES 
Partrick & Wilkins 
No. 2 Wood Push as ci reticcddthekdadbeoonteness $ .15 
No. 1 Silver Spring. ..........eceeceeccccccvevcces -40 
No. 1 2 Way or Open-closed Circuit. .......ccccccscccccccsccecs -65 
No. 27 BSenmnped Braces SIE IED occ cece cccescccccccccccccecscce -23 
No. 29 pa ™ i, GS ees peewee -23 
No. 25 ° ae 8 | eae ee ae .40 
No. 9 Cast Brass 2% PR ic nrabrniveds oes acetone sees -85 
No. 8 - = 2 - Wy Vedabhubedttabdbveesceuduceue -95 
DESK TYPE 
Partrick & Wilkins 
t%”’ + cdUeédensdobheeens beh edeutesdatuesiedootonaoes $ .90 
et oenseee- ta eer re Scare omer, arenes eee 40 
Date Be i Bo Ree on San ee peur na Cue kyeeeinekinl ak iaee aebeee te -75 
I ODER 6 0.0000 ntbcdcecuuscvecteesessceornseesecsoseebs 1.35 
Pony Return. ....cccccccccccccscccccccscccecece Ceserecvecesooees 1.95 


June, 1929 


















OBLONG PUSHES 
Partrick & Wilkins 
No. 50 Stamped Brass ETE Oe OP EE ee $ .35 
ie. Met CUO ete ts cc emigh wsisa dade aeenenaden -40 
i, iO. . .\. csc ubsecebebamnashibbhke baaRael 1.40 
No. 907 : Button & Card RG an as ewan 6eoas0euelaesseebasanebumbed 2.15 
a: a. | |S oN. cncenca ved eden senewnses ames 3.00 
No. 909 fittings and nekhheetas oneedenwetdseieedasieaeds .55 
No. 44 Se I I I onc vcs n hs. naiemnscvecabeane exes 1.45 
No. 16 oak ibhbudbichegbaeenkspeaeareals 1.60 
No. 31 as ” * ss OCR EEN ERNIE Ae BEY Fe 2.45 
PEAR SHAPED BUTTONS 
Partrick & Wilkins 
Compound nog? Button 
No. 2 Plain, 2 Parts....... 
No. 3 Plain Solid Maple.. 
No. 4 Fancy, 2 Parts...... er —— 
i OO OE 
TABLE & FLOOR PUSHES 
Partrick & Wilkins 
nes Tee Cee News CE oi avavcv nese ndseesscessbeauue $1.10 
Flat Top Push Fibre Base Felt Bottom. ..........cccccccccccccceces 1.15 
De ee Se 5. on cksca ntwecesuscecseeaasncse .90 
= cithont Prog Combination......... SEE SE. Pe .80 
OD  iiirat ink bad ices ccewaeseneeneddteambiantes -30 
SS ions, 5 cu pace dhen’ 6006s SaaMnede ase 20 
athe Tan as Ny in 656-40 6 4.0.500:50000n00nnesnnennenneuand 4.00 
DOOR & WINDOW SPRINGS 
Partrick & Wilkins 
No. 1 Door Spring....... $ .40 Single Wi d S -85 
Make td — a .45 Double refill one ° ° -80 
ig ree 1.00 Transom Spring. ........ 1.55 
Closed Circuit Door Spring .45 Clsd. Circuit Window Spr. 1.10 





BRACKETS FOR INSULATORS 





WOOD BRACKETS 




















Each Each 
ee OE OI 6.6.004hees $.10 Le x2” |] ae $.11 
1%" x 2, er .10 Re ited s60%%s 12 
ae Bee EE vas 000s -10 2" ~ ; = : Ot Snisea ees -12 

PINS 
Locust 1" x 8” tO L 1% g cect 
cus Sd mine Soni ; t % rere . 
Se bebe-secses sc .05 Oak 114” :9” Seenhhoses +3 
HOUSE BRACKETS WITHOUT INSULATORS 
Peirce 
Light T H y 
No. — Price o. Pointe hte No. Ope ne Price 
153 One $.25 154 One $.45 150 One $.30 
253 Two .60 254 Two .90 242 Two .60 
353 Three .95 354 Three 1.15 342 Three .90 
WIREHOLDERS WITH INSULATORS 
Peirce 
ve by Souine Brice 
190 “ 0 
191 “g 0 
296 Two 6 -60 
299 a 9 .65 
394 Three 44 . 85 
396 se 6 .95 
HOUSE RACKS WITH INSULATORS 
Peirce 
No. Wires Length Space Price 
183 1] 6 0 6.45 
286 2 12 6 .90 
383 3 12 3 95 
386 3 18 6 1.25 
SECONDARY RACKS WITH INSULATORS 
Peirce 
ht Typ H T 
No. wis Space Price No Wires ‘ae Space Price 
276 2 6” ‘ 278 2 $1.30 
376 8 fa 1.30 378 3 3” 2.05 
1276 2 a -85 1278 2 8” 1.80 
1376 3 6” 1.20 1374 3 e 1.0 
2768 2 -90 pata Pg eg OF 
3768 3 8” 1.35 1378 3 8” 2.05 
INSULATORS ONLY FOR ABOVE BRACKETS 
Peirce 
855 Insulator............- $.20 1602 Iasulator......... -- 8.12 
356 y dag waireaw’ aie . 25 1603 ~  eenepanediele 10 
49 
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Brackets 








HOUSE BRACKETS WITHOUT INSULATORS 
National Elec. Products 





Light Type Heavy Type Corner Type 
rice rice , Price 
No. Points Each No. Points Each N Points Each 
108-1 1 $.25 109-10 1 $.40 111-10 1 $.30 
one 123-6-7 i ee 
108-26 2 -60 109-26 2 . ere os 
108-29 2 -65 109-29 2 .85 111-29 2 .60 
108-36 3 .95 109-36 3 1.20 111-36 3 .85 
HOUSE RACKS WITH INSULATORS 
National Elec. Products 
Light Type Heavy Type 
No. Points rt Each No. Points Length Each 
104-10 1 $ .40 101-24 2 9 $1.15 
104-26 2 ‘1 85 101-28 - 13 1.70 
104-33 3 11 1,00 101-34 3 13 1.80 
104-36 as 18 1.25 101-38 * 21% 2.35 
oss 101-44 4 17 2.20 
104-53 5 18 1.65 101-54 5 21 2.65 
104 Insulator Only .10 101 Insulator Only .20 





WIREHOLDER ACCESSORIES 
National Elec. Products 


No. 5000 Corner Chair.... $.13 No. 5040 Break Arm Stra eco eee 
No. 5020 Insulator........ .18 No. 5051 Bo in -20 
No. 5021 U Bolts & Nuts. . .10 No. 3082 T Head Screw. ...... -03 





SINGLE POINT WIREHOLDERS 
National Elec. Products 


No. No. No. No. 

|) eee $.25 5311.... $.20 5411.. $.35 5511.... $.24 
5214. -35 5314.... -30 5414.... 40 513... .30 
6215...... 45 5315.... -35 5415.... -50 5515.... -35 





WIREHOLDERS WITH INSULATORS 
National Elec. Products 


For One Wire For Two Wires For Three Wires 
No. ac No. Each No. Each 
RS 6 a eacere $.30 No. 5002...... $.60 No. 5003...... $.90 
3 ee 25 Ped. Sees cecus .60 No. 5023...... -85 





WIREHOLDERS WITH INSULATORS 
National Elec. Products 














Light Type Heavy Type 
Points Length Each No Points Length Each 
105-1X 1 hae | ae ar 
105-1 1 6” .30 106-1 i 6” $.60 
105-10 1 4" -30 106-10 1 6” 65 
105-26 2 104” -60 106-26 2 11%" 1.30 
105-29 2 13%” 60 106-29 2 14%" 1.35 
105-34 3 134" 5 106-36 3 17%" 1.90 
105-36 3 164%” .90 106-36 X 17%" 1.05 
105 Insulator Only .18 106 Insulator Only .20 
CARRIAGE BOLTS 
Galvanized 
Length 
3” Lad 7 or 5” 5 Lia 6” 
%%"’ Diam. Each.. $.05 $.05 $.05 $.06 $.07 $.07 $.08 
\” ™ ” 2s .08 .09 .09 .10 .10 -ll -12 





MACHINE BOLTS WITHOUT WASHERS 








Galvanized 
Diam Length 
i a ee OR ee oe 
Oe Bi 6c cncs Cm oe oe SS 
53.. - és anand -10 12 8.13 $.14 $16 $20 $.22 $.25 $.27 
ee sss se son see sow Oe aa ae ar ae ee 
STOVE BOLTS 
Round or Flat Head 
Diameter 
Length 56” 1G" yy" i” %”" 
Uptol”’ Long Per Dozen....... $.10 $.10 $.12 $.15 $.20 
1%tol\” “ ” F Lechewes -10 -10 -12 .20 -30 
1%to2\k” “* se gach aes -10 12 -15 .25 -35 
2% to 3” " - I a a ii ieisll aes .20 .25 .30 .40 
3% to 4” ° = eee ar . 25 .30 .35 45 
TOGGLE BOLTS, STEEL 
**Paine’’ 
2” 3” 3%" 4” 5” 6” 

Size— Diameter Long Long Long Long Long apane 

4%" Long Price Each. ..... $.10 $.10 Pen $.10 pane 

= _ S gesenn -10 -10 $.10 -10 eps 
— = “ * widens .10 .10 .10 -10 $.11 $.12 
- = 8 © cana’ oan «be .12 -12 .13 .13 
= = = - seeaee .12 13 .13 .14 14 15 


NOTE: For Brass Toggle Bolts—2% times above prices. 








Cords 
FIXTURE BLOCKS 
Round 
4&5’ Round 6 & 7’ Round 
%"’ o 2 RE ee ee $.25 $.30 
%”’ po _f EEE See ee .35 -40 
Ceiling Button—P & S Porcelain No. 170—Each............eeseee0e: $.12 


Switch Bases—See Snap Switches Page PL-19. 





CORDS, FIXTURE, LAMP AND HEATER 





SINGLE FIXTURE CORD 


Single Lamp Cord Price Per Foot 
No. 18 No.16 No. 14 No. 12 


$.01 pose er eT 
-014% $.02 $.03 $.04 
-02 -03 -04 — 


Type 
Single Cotton Covered Cord—Light F-64 
Single Cotton Covered Cord—Heavy F-32 
Single Artificial Silk Cord—Heavy.. F-32 





DOUBLE LAMP CORD 


Regular Lamp Cord Price Per Foot 





Type No.18 No. 16 No. 14 No. 12 
Cotton Covered Twisted Pair........ Cc $.02% $.04 $.06 $.10 
Parallel Pair......... PO -03% .05 .08 apes 
ad “ Twisted Parallel Pair. PD -04 ee. ace 
Artificial Silk Twisted Pair .......... [ -03% -05 08 
PT ee 6d Kecanane PO .04 .05 .08 
REINFORCED CORD 
Price Per Foot 
Not Asbestos Type No. 18 No. 16 No. 14 No. 12 
Cotton Covered oe Type %@. PS $.04 3.06 $.08 onan 
Heavy “ %. P .06 .07 10 $.13 
Weatherproof Light Type 1%... PSWP .03% 05% aise ma 
eavy Type 44.. PWP .04% .06 .09 





HEAVY DUTY PORTABLE CORD 
**Duracord”’ or Similar. Extra Reinforced 


Price Per Foot 
No. 18 No.16 No.14 No. 12 No. 10 
Type PS Light 2 Cond. Port. Cys. $.10 diate 
P Heavy 2 ” .14 $. ‘37 $.21 $. 25 $.3i 
P . = = Fis. ian 18 . 26 5 -41 





ALL RUBBER CORD 
‘*Tirex’’ ‘‘Royal’’ “‘Super”’ ‘‘Indestructo”’ or Similar 
Price Per Foot 
No. 18 No. 16 No.14 No. 12 No. 10 
SJ Junior 2 Conductor eee $.09 $.11 ‘ ane 


Green. . “st .10 .13 oc aa 
= = 3 - Black... ¥ .13 .16 wee sen 
S Type Heavy 2 Conductor Black. - $.13 $.16 $.23 $.29 $.37 
- ii. - be -19 -22 .29 .34 .46 
- = «= = ~—— -2n .25 .35 .45 .59 
= Ss “  Sgle. Cond. Black... .c8 .09 lw 11 13 





HEATER CORD 


Price Per Foot 
Asbestos Covered No.18 No.17 No.16 No.14 No. 12 
Stand. Twisted or Wound Asbest. 14, $.04 $.05 3.06 $. 7 $.12 
American Beauty Heater Cord..... ‘ .09 .10 -20 
Rockbestos Heater Cord........... “106 .07 .08 ‘ to .20 


Price Per Foot 
**Deltabeston”’ Heater Cord No.1% No.17 No.16 No.14 No. 12 
; $.11 $.12 $.18 


Type A Asbestos Braid overall..... $.10 ee 
se S Cotton Braid overall....... 0s . .09 .10 11 15 
. on ea. cond.. .08 .09 .10 -1l .16 
* E Cotton on ea Cond. & over 
RES RA ae .09 .10 11 .12 .17 


NOTE—For Armored Cords See Page PL-9. 
“ Extension Cords See Paze PL-10. 
“ Fixture Wire See Pages PL-26 & 27. 
“ Bell Wire See Page PL-27. 





MISCELLANEOUS CORD 


Price Per Foot 





Description aye No. 18 No.16 No.14 No. 12 No. 10 
= Bewee Giie. .cosccecis Cc $.04 $.05 $.07 wane iene 
x Canvasite Cord......... , ; ‘ 
+... eee PWP .07 .08 -1l cae 
x Packinghouse Cable.. PKWP .07 .08 .10 pees anid 
x Stage & Theatre Cable... T .07 .08 -10 $.13 $.16 
x Note—These prices are based on Iess than coi! lot trade prices. 

CONDUCTING BELL CORD 
=" Silk 
Number of 14 18 
Conductors Cond. Cond Cond Cond. Cond. Cond. Cond. Cond, 
Price Per Foot......... $.08 $.18 $.20 $.21 $.28 $.38 $.68 $.88 


Note —For Armored Lamp Cord See Page PL-9. 


ELECTRICAL CONTRACTING 























Cable, Armored 
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Cord & Wire Connectors 





CONDUIT, ELBOWS, COUPLINGS, 
BUSHINGS, ETC. 








NON-METALLIC SHEATHED CABLE 
*“Romex"’, ‘‘Loomwire’’, ‘‘Wireflex’’, or similar 
























































Siz No. 14 No. 12 No. 10 
: Conductor Wishoot Ground Wire ie eaebanaiat da ale + z Ors at 
eo, eS ee oe ee -05! , , 
3 se —" * WY dheinee eas .08 -ll .15 
RIGID CONDUIT 3 a With “ pore kae eee noms ins N 15 
Cutting & Cuttin y 15% 3 rs 
Black Galvd. Threading Onl 8 2 Conductor Without ¢ Ground Wire ba beso $.15% $.21 $.28 
2 RE RE rr Ot 16% .23 .30 
Per Foot Per Foot Per Thread Per Cut 3 “ Without “ “ 22 30 <9 
$0 8. 8. 80 |S Write Sos 40% 
4 - ‘= 7” Fittings No. 14 No. 12 No. 10” 0.8 No.6 No.4 
“95 "38 "30 "15 oe) rr 3.01 01 $.01 $.01 nei 01 s. ” 
= 3 . . Clip (Open Wiring) Each. .03 5-03 -03 ower 
“40 oo 4 . Connectors Threadless Ea.. .07 07 -07 ee eau “one 
“63 “70 “50 "35 Threaded Ea... .10 .10 .20 .30 .50 50 
-83 -90 -60 -30 
1.05 1-15.70 -30 CUTOUTS OR FUSE BLOCKS 
ELBOWS, COUPLINGS, BUSHINGS, LOCKNUTS _— PLUG CUTOUTS 
Price Each olts, 30 Amp. Porcelain ws 
Erickson : 

‘ . ‘ Universal Standard Covered 
Size pon or Elbows Couplings Bushings Locknut Coupl. Description No. Open Type Type 
Each _ Blac Galv. ack Galv. Galv. Galv. Galv. 

2 Single Pole—Main L Line Pvewessetonue 60006 62569 a, oda 

oe = $ eo $ 3 + $ “a 3 = $ Oh xs & . ceble @ : 62965 "35 $ 150 
i . : : : Triple “ “ ’ .. 62165 50 65 
bye: = = ‘= 4 = 4 Double Pole Single Branch 61985 35 3 
114”. “55 :60 ‘31 134 13.10 1.54 , « posable bd 
2... ‘36 1/00 "40 "42 py as? 2°80 ; Cress 8030 : 
214" 1°40 1.60 58 62 3 5.40 Triple to D. P. Double Branch. -- 62199 55 1.10 
” 3°75 4.95 ‘35 32 55 "38 863 Triple Pole ee Seaueh bed snahat yas enn = f a 
3}4”. 8.10 2-3 1.00 1.08 1.00 .50 Oe oe 
a”.... 9.35 65 123 £1.32 1.65 68 17.25 DEAD FRONT PLUG CUTOUTS 
Also on Page PL-10. Also on Also on With C 
Page PL-5. Page PL-15. ae overs . : 
’ Benjamin 30 Amps. 4Cire. S8Cire. 12 Cire. 16 Cire 
With Flush Cover 59904-8-12-16........ $1.80 $3 .60 $5. $7 .30 
FLEXIBLE METALLIC CONDUIT With Overhanging Cover 59804-8-12-16.. 2.00 4.10 6.00 8.10 
“Greenfield”, ‘‘Flexsteel”, or Equivalent —_ oe 
5 yg KK” ” 4%" - 1” 1%” , a BRYAN T Cc 
Single Strip Per Foot.... $. 08 $.10 $.12 §$.20 ai = $.40 $.57 $.70 Double Pole Single Branch No. 71935.......... onaveheka $95 a 
Double Strip Per Foot... 10 .12 .M of -45 .64 .80 Double Branch No. 72587 & 82587.......... 1.45 $1.55 
_ Spee for Metallic Conduit See ~— PL-t4. Triple to Dble. Pole Dbl. Branch No. 72199 & 82199...... 1.55 1.65 
or Non-Metallic Conduit or Loom See Page PL-15. x : iP 
For Steel Armored Cable & Lead Covered See Next Item. CSREES, Seta a po 
: Circuit No. 2436 & 2435 30 Amp. 250 Volt phe aeeesete 1.20 
CABLE, ARMORED & NON-METALLIC | ~~" ape oman — 
’ CARTRIDGE CUTOUTS 
SHEATHED Porcelain Base, 250-600 Volts 0-30 = 31-€0 61-100 
Single Pole Main Line Enclosed Porcelain. ceswritielk $ .35 $ .60 $1.20 
ARMORED CABLE, “BX”, “ABC”, “FLEXSTEEL”, OR [Tale | @ #0 ttt oko 880 
SIMILAR Double Pole Two Wire Single Branch Porcelain. .60 1.50 cove 
ice P * Double 1.15 3.00 ee 
No — No. oy 10 | Double Pole Three Wire Double Branch Porcelain 1.30 3.55 666% 
TWO Solid Single Stri 06 10 .14 | Triple Pole Three Wire Single Branch Porcelain.. 1.25 2.50 sees 
g p $ 3 $ Se 
CONDUCTOR Stranded “4 iaoete ait .... | Triple Pole Three Wire Double Branch Porcelain. 2.00 5.05 26s 
THREE Solid “ « 09 14 -18 | Single Pole Main Line 55 80 1.75 
CON Ln ey Stranded oe phan “nee reepa: SLATE BASE 
OUR . 
: ——— 250 Volt 600 Voit 30 A. 60A. 100A. 200A. 400A. 600A. 
CON! ae 86S a -18 -21 + +34 | Single Pole-Slate Base-250 V..... $.45 $.70 $1.50 $2.90 $7.15 $10.00 
NE Solid -09 -10 oan 
CONDUCTOR Stranded “4 coe ae ae NEG Curtin Tene 
OVALF LEX 2 Condactor “ “ .07 10 7 13 —artrigge utouts are sometimes calie nciosed utouts, 
3 Conductor = & -10 .14 sown C SUNDRIES 
Price Per Foot 
No. 8 No.6 No.4 | = 
TWO Solid Single Strip coca FES a ROUND CLAMPS 

CONDUCTOR Stranded “ $123 $1330 $51 G : 

THREE Solid o « canis ack ae : 3% to 1% to 2"% ay ig 

CONDUCTOR Stranded os 8 .28 .40 .67 Standard Adjustable Ground Clamps, any ee hi ‘. 10 m,. rg .. 

FOUR 3 °. ° Ly 

CONDUCTOR Solid “ “ ree sues Blackburn eeeeeces eeceseseescecesese $.24 $.28 $.40 os 

4 “ “ id 
CONDUCTOR Stranded “ 4 180 le "137 Other Types & 34" "gag" 2 og 
OVALFLEX 2 Conductor - “ eeee eee eee Chase Shawmut ae 3. 2 $.25 $. » $.35 $. ” $. * $. 4 $. 4 
3 Conductor cose | cee G. V. A Series a’ -32 45 
: Double Strip Armored Cable add 30% to above prices. G.V. S$ Series 8000. ‘Jo 15 ie 17 3 3 33 +H} 
Anti-Short Fibre Bushings for ABC Cable, Each...............2ccccee $.01 
STRAPS, CLIPS OR CLAMPS 
LEAD COVERED ARMORED CABLE For Pipe, Without Screws 
Price Per Foot “*" ar, 14” 2 He “a 
No. ia No. 12 N 10 Tinned Straps, 2 Hole -01 $.01 $. +4 $. = $. O74 $. . $.03 $.04 $.05 
Srente Costemes ttt tend Queeed $12 $15 4 Light Steel Straps,1 Hole .03 .03 ; i ae ae 
mgre Vonductor 00 ye 2 . - seers : ‘ gh Mall. Iron Straps. 1 Hole .... ‘07 08 ‘0 ‘73 3S 145 -70 .95 
« on Stranded * . ebetoupbasaes «btn wane $.17 P & S Conduit Clamps 10 .14 .18 "22 26 
Two Conductor ane P a enedneaiabuie -23 .30 38 (See Also Page PL-25) 
trande na ecocesesecses se20 bage eens 
Three “ Solid 7 © pebubsnanives: aan .39 -48 COLORING & FROSTING LIQUID 
- - Stranded “ oa @cenveccscecs san ian nner 7 ounce 15 ounce 30 0unce % Pint 1 Pint Quart 
7 Cans Cans Cans Bottle Bottle Bottle 
— per a * 4 Crescent (McGill) ees ae 61.20 $2.30 $4.60 
°. o. °. COICO. . a wc cccces . . * wees es eee 
Single Conductor Solid Lead Covered .cccccccccsecs pees inet nes i a aaa 2.30 4.60 
* tranded e = $ébctbdndeseces pee $3.27 $.33 Clips for Se Ar he eee oe esee. ces le Each or 3 ior Be 
Two ~* as ‘a tenses ssesoee- ¢ i * ae i’ PONE 5 <4 00055000 10600500585 4%.uM.% $ .05 Each ” 3.10 Each 
r imbetkbdenawes ‘ ‘ t 
Three “« —_ Solid ? SD -denbeeshonsaee cack ao want 
“ | LR, eetee Waceeoen eit 70 «1.22 «1.48 CORD & WIRE CONNECTORS 
ALAR CD ee SMALL FIXTURE & WIRE CONNECTORS 
Single Strip No.18 No. 16 No. 14 Solderless 
Plain Armored Lamp Cord... ........ceceeeeeeecees $.12 $.13 $.17 | Insulated Solderless Wire or Fixture Connectors Similar to “Simplex” 
Soe a ee ery reer .19 -22 -80 | “Wirenuts” “Marr” “No Torch” “Wirelets” “Ideal” Etc.—eac $.10 
Add 30% for Double Strip Non-Insulated Solderless Wire Connectors—2 Screw—All Metal......0. 10 
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Cord & Wire Connectors 


Fuses 





















SET SCREW CONNECTORS 


Round Brass 











EXPANSION SHIELDS & ANCHORS 
Ackerman-Johnson—Dryvin—Star—Diamond—Cinch— 






























































































Site Stee ae ie. - rw 7 Packtite or Similar 
Divided wes BOISWE. cccccccces $.10 $. . $. 2 $. . at ~ Si ‘ belay » hn Do ie, > em Seong, ‘ . 

7 = e686 08060008 ces A . “ e ize O engt nside es i 
Hole Thru 3 a coencencene .14 -16 .18 -20 = tole ‘ In im Dissscter Sue No. Each 
™ ” SS  6eneedgecee sess ene es eae ° ee to 1 5-6-7 $.05 

” ” 5 6 
No. No. No. No. No. ° oe it, rey 08 
Wire Size 2 1/0 2/0 3/0 4/0 " 4" 1%" 8-9-10-11 -06 
Divided Wall 2 Screws ciadcimnetees $.20 6" 4°-%"-1" 4%" 8-9-10-11 -06 
‘4 .28 $. 35 $.42 3.70 $.95 Ad 1k” 1%” 8-9-10-11 .08 
Hole Thru Ss * .30 =e mites wee 44” 15%” 1%” 8-9-10-11 .09 
= - 4 a .34 38 .55 70 .95 4” 234” u%” 8-9-10-11 -ll 
34” 4"-%"-1" of 12-13-14 .06 
3 a 1? P sd 12-13-14 .09 
DOSSERT SOLDERLESS CONNECTORS 26° 2" A 12-13-14 ll 
Up to 3 to ize u24 a 74° 12-13-14 -13 
Size of Conductor No. 4 No. 1 No.0 No. 2/0 No. 3/0 No. 4/0 ig” ae" Be . be = 
2 Way S & Elbows.. $ .65 $ .75 $ .80 $1.00 $1.20 $1.40 ie 2" iy Ag 15 to 18 “14 
Cable Taps........ 1.00 1.130 1.20 1.40 1.75 2.10 * To 1%" Be reg 7 
3 WayS& Y's... 1:00 1.10 1.20 1.40 1.75 2.10 ° oi? Be 1 pak a 
Lugs—aAll Types.... .50 .60 .60 .70 -90 1.10 ; 
CORD & MOTOR CONNECTORS eo LAG SCREW ANCHORS (Diamond or Smaller) 
Complete — ody Only ap Only Takes Lag Screw Ag ” 5g” ” ° 
Arrow 9. Price o. Price No. Price Price Without Lag Screw. rar $44 $47 se 3°36 
Midget ne oe as core 8 =—« #0 we eees eeee Takes Lag Screw 56” 4%" “me 1” 
rrolite ‘ ae ain iia : : 
ey RP-8221 55 8231 $'60 RP $"i0 Price Without Lag Screw.......... $.42 $.62 $.90 $1.05 
a = RL-8221 65 8221 .50 RL -20 
«  «  — RNABa22 0 OSaez(itOCORM 128 
« 4 TM-8222 [70 =: 8222 50 TM 25 FUSES 
- ad RH-8224 -90 8224 .65 RH -30 
ws S RG-8281 .90 8281 -65 RG .30 
pe p* 8330 to 33 ——):  to——_  éoeoe sees awe 
Bryant 8334 to 37 ae <ese “e600 ose eos PLUG FUSES 
Motor Conn, KR-130 60 130 45 KR 20 Standard Plug Fuses—Any Make—$.07 each or 5 for $.25 
“ “ KG-103 “60 103 *45 KG “20 (Some Manufacturers put these fuses up 4 in a box, in which case they 
“ “ KT-130 55 130 45 KT .10 should be retailed at 4 for $. 25.) 
Hubbell 
oe ae ‘$s lis, (a8 BOOB ENCLOSED FUSES, NON 
“ “ 6179 760 6630 45 6631 °20 P N-RENEWABLE 
“ “ 6180 “55 6630 “45 6181 "15 Non-Indicating Indicating 
~ = 5518 .60 5574 .45 5420 -20 Price Each Price Each 
- - = '. = A 1 ° Ls od . +4 a a Volts 600 Volts 250 Volts 600 Volts 
; “ 6408 1:25 6409 ‘90 «6149 Ck ne "30 $ “20 $ “fo 
Weber 35 to 60. bthbesawsenecaie .20 .40 ‘65 
Cord Connector 2274 -60 74 .45 2200 .20 70 to 100...... ptecnaesesanes .60 1.10 “3B 1.75 
Wirt 110 to 200 teeteeeseeese 120 1.85 1-85 2:90 
OD GED. cv ccccccccccccccecce 15 ; f 6.35 
a agg Pn per SNEED, o04-20- scotia ecuen 410 6.00 6.35 9.25 
or Attachment Pluge and other caps—See Pages PL-16 & PL-17.  aiiscditanni-snnnuind 8.95 11.00 13.85 17.35 
E-SUNDRIES RENEWABLE FUSES 
Fuses 
it... TH Th US wa 
° beteedees ‘ J : 
35 to GO... cece 1.00 1.25 .05 -06 
EXTENSION CORDS—MADE UP 65 to 100. ...... vn 2.00 3.00 "10 "10 
With Attachment Plug & Socket, but Guards-Lamps & | 430 to 200..-.--.++ a4 ah os 2 s 
Handles Extra 450 to 600. ........ 11.00 16.00 -60 -60 
"en . ew 4 With pegs Pith airtideies 
ngt amp Cor or i ord an 
an 2 : ey x . . +r Key Soghet FUSE WIRE 
eet ocket ey Socket wist. or Paral. Size in Amps..... iain lad % % 1 2 
No. 18 No. 18 No. 16 o. 18 No. 16 Price Per Pound .....cccccccccccees $65.00 we. 50 $2.60 $2.30 
@ Fasticcccoccs $ .95 $1.05 $1.10 $1.00 $1.10 Price Per Foot..... Sebeesenesésece -01 01 .01 -01 
GS © ssecoece 1.00 1.15 1.20 1.10 1.20 
- ~~ seneoees 1.05 1.25 1.30 1.20 1.30 Size in Amps ccccececcee 3 5 6 10 15 
©. cacmmaes 1.10 1.35 1.40 1.30 1.40 Price Per —t"S See $1.50 $1.50 $1.30 $1.30 
we - $seasecee 1.15 1.45 1.50 1.40 1.50 Price Per Foot..... esenees .01 .01% .02 .02% -03 
eee 1.20 1.55 1.60 1.50 1.60 
errr 1.25 1.65 1.70 1.60 1.70 Size in Amps......... econ 20 25 30 40 50 
ae |. ctcsases 1.30 1.75 1.80 1.70 1.80 Price Per Pound. .........- $1.00 $1.00 $1.00 $1.00 $1.00 
ae. séecsnes 1.35 1.85 1.90 1.80 1.90 Price Per Foot. .......0-0¢ 04 -05 .07 .08 -10 
a  ¢enaenus 1.40 1.95 2.00 1.90 2.00 
ae. ™ cannsees 1.45 2.05 2.10 2.00 2.10 Size in Amps. 70 75 80 100 
Length With All Rubber Cord Price Per ound. . srt 00 $1.00 $1.00 $1.00 8% ° $1.00 
in and Weatherproof Price Per Foot.. 15 -20 -2 .22 24 25 
. Feet Socket * "Fuse ‘Strip Any Amperage. . . .$1.00 per Ib. 
Light Heavy 
No. 18 No. 16 No. 18 No. 16 
$1.25 $1.40 18 $1.55 OPEN LINK FUSES 
1.65 1.90 2.15 Guaall Wise Type ee 
1.85 2.15 235 2.45 Size in Amp6....0.seeeececees — i 65 to 100 
2.05 2.40 2.65 2.75 mpe mps. Amps. 
2.25 2.65 2.95 3.05 Numbers, ....000 ccccccscssecs 00-0-1-2-3 2-3-5 
2.45 2.90 3.25 3.35 Price Bach... ccccccccccccccces $.12 $.16 $.22 
2.65 3.15 3.55 3.65 
2.85 3.40 3.85 3.95 Large Strip Type 
3.05 3.65 4.15 4.25 Sine ia Amps... occcccccccececcccccccce 25-100 110-200 225-400 
3.25 3.90 4.45 4.55 Numbers. ...cccccccccccseseseces 7 7 to 16 10 to 16 
DL. cLecdunaseshaneagiteiens $.22 $.30 $.60 
ELBOWS & BENDS le is Amps...... SoEdevesecscosooese ye sa ae = 
Numbers. ........+-- PPT TTITT TT Tri ° 
For Rigid Conduit Reape teats $1.10 $1.80 $6.80 
Size 4” %"’ ed 1%" 1" 
BRASR. oc ccce Scccccccccccccccces $.16 $.20 $.30 $.42 $.55 
Galv.... ere .18 .24 .35 .45 .60 STAMPED SHEET METAL LINK FUSES 
Size “ 2%" 3” 3%” ag Type of Link... ........cceeee B * D E-F-H-I-L-M 
MOOR. bc cccccccscescedsocosees $ .86 $1.40 $3.75 $8.10 $ 9.35 C to C Distance..........006. 1% 2% 23% See Catalog 
ib hin dennis} acodukawa wakinwded 1.00 1.70 4.25 9.25 10.65 | Price Each...........-- Cicess $.12 $.12 $.18 $.35 
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Fittings, Conduit 
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FITTINGS, CONDUIT, THREADED 





STANDARD TYPES, COVERS EXTRA 
“Condulets” ‘*Taplets’’ ‘“‘Unilets” ‘‘V. V.”’ ‘‘Electrolets”’ 
**Powerlets”’ Etc. 


Type i 34" 1” 1%" 1K” 
A 1- Piece $.33 $.44 $.60 $ .87 $1.12 
ee 40 -50 -70 1.12 1.47 
B 2 * ane jas o*ee 1.75 2.10 
= = .85 1.05 1.55 2.38 3.15 
Cm = .50 .57 1.32 1.71 
co: = .70 -81 1.05 1.75 2.25 
oe .48 .58 .80 1.32 1.71 
= = 0 -50 .70 1.12 1.46 
- (See Page PL-13 
Tat a0” cRB For ae Soceet Zpom 6 ioe See Ng 7? 
i a 2 oe: 
ne Size J . < 5 
TA All One Size .98 1. 08 1.40 2.18 3.22 
TB-TL-TR -68 1.12 1.71 2.38 
U-UB-UF -68 35 1.10 1.76 2.35 
X All One Size .84 1.09 1.47 1.96 2.50 
Gaskets .14 -14 -21 -28 -28 
Reducers -21 -21 -28 42 56 
Unions -63 -70 1.05 1.48 2.52 
Type ’ 2%" 3” 3" 4” 
A 1-Piece $2.32 $5.46 $ 6.50 $10.60 $11.70 
al. -00 5.46 .50 10.60 11.70 
B 2 “ 3.65 5.46 7.30 9.10 16.65 
— = 5.45 10.60 11.70 19.90 22.10 
S mo © 3.40 6.24 8.10 11.70 14.30 
— 4.46 6.75 10.27 16.38 17.95 
= 3.40 6.24 8.10 11.70 4.30 
— 3.00 5.46 6.50 x oe 
we 5.46 7.30 9.10 6.65 
taro Je. es 3rer Soncies _ 6 ———o See Page Pita. 
LBL-LBR-LU-LUA 3.72 a 8 §«<sien | cola .. eae 
oe + ee 6.50 9.75 14.30 16.90 
ne Size a fate ~ —eaman . -aaetie °. “eee 
TB-TL-TR 3.58 6.50 9.75 14.30 16.90 
U-UB-UF 4.20 7.380 10.15 16.38 18.75 
X All One Size 4.90 7.80 3.00 16.90 .80 
Gaskets .35 .52 .52 -65 .65 
Reducers -70 1.30 1.76 2.60 3.58 
Unions 3.78 6.18 * rere 6000s 


NOTE: For Special Prices on Types F&LB Entrance Fittings See Page PL-13. 




















COVERS 
For Above 
td fi 1%" 
Sheet Steel Blank Met. Cover peacebnecuan $.11 .15 $ .45 
oe —- ~~  ““ secessseenes -21 .31 -70 
Porcelain with Holes..........++. oeveces .14 -22 -51 
Metal with Nipple bdeeeseseonsene ee .35 -65 
Sa) 6(Meaeeeeres .33 .40 -70 
. = wana pate ~ a .42 -73 
Porcelain wit Nipple .. .35 .42 .82 
- - - ae -42 .49 .88 
* as ° .49 . 57 -95 
Porcelain for Drop Cord. 49 .56 vane 
Porcelain Weatherproof Sockets... 22 .35 ous 
Composition with Holes. seese —— .42 1.40 
Composition Split with Holes..... MGitvin” On .84 2.80 
1 \” ° 34a4" 
Sheet Steel Blank Met. Cover. eocceccccss Bae Owe $1.12 
Cast Iron eteneccoseso Ome 1.26 1.75 
Porcelain with DR « cctncdgeuswenecess .67 .84 1.26 
Metal ke peeeeees ee aa pes 
ss - obea6enseneeiesese. san . 
bed bad re eee . eeee . 
Porcelain wit Lg = an eens ° 
Et. Gc. oo a 
Porcelain for Drop Cord. .. wien ones ose 
Porcelain Weatherproof Sockets.......... oan een ee 
Composition with Holes. ...........+.0-. 1.55 1.68 éccece . 
Composition Split with Holes............ 3.10 3.36 coece 
RECEPTACLES & ROSETTES 
For Above 
(For Description See Crouse Hinds’ Catalog) 4: ye 
Lamp. Receptacle without Shade Holder Groove...... $.35 42 $.50 
with Shade Holder Groove......... .42 .56 
Fixture Rosette with 4% or % Nipple—Male or Female .56 63 -70 
Cord Rosette with Oe SP Eee -42 50 .56 
Pet Pies B cle for Pass pptasminsetveeses os 4 ‘= 
t t Te ‘ 
olari y Plug Receptacle for Hubbe Ponce cess x S g 
Attachment Plug Receptacle for Hubbell 6 Amp...... 56 63 -70 
FS SERIES FOR FLUSH DEVICES 
Shallow Type Without Covers, Any Make 
e ys Pse % “ : 
N an utlets a va 
Single Gang One’ FS-FSA "01 «$1.08 = $1.19 
Two FSC-FSL-FSR- 
FSLA-FSS-FSAA 1.05 1.26 1.54 
e « Three FSCA-FSCC- 
FSCT-FST 1.40 1.75 2.03 
« « Four hs FSCD 1.68 2.10 2.38 
Two Gang One FSA 1.68 1.82 1.96 
o 4 Two Fsc 1.82 1.96 2.17 
eo 6. Three FSD 2.03 2.17 2.31 
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Fittings, Conduit 
FS SERIES FOR FLUSH DEVICES—Continued 
No. Pipe 
No. Gangs Outlets Series - 4 4° 
2 Gang Tandem a 2 a .45 2.59 
oS wo -45 2.59 2.73 
Three Gang One a eae 2.52 2.73 
ma = Two FSC 2.66 2.87 
« « Four FSD 2.73 3.01 3.32 
Four Gang One FS-FSA oueee 3.08 3.36 
ed ad Two as -- weber 3.29 3.50 
e « Five FSD 3.44 4.00 4.34 
COVERS FOR FS FITTINGS 
> Single at 
escription an. an 
Metal Cover for Std. Flush Push Switches. .....ccccccccces 7 "21 $ 42 
* Tumbler or Toggle Switches.......... -21 .42 
e * wa 0ti 8 ts -21 42 
Metal Cover for Single wt lush Receptacle. ......ccccceces oe -21 42 
“ Duplex Flush Receptacle... .......seeee0 .42 . 84 
« Sika 5 0 bRichnccdcd<cén0desnsaned .84 1.68 
= a ieep. Door pla evccesccceces coos. SER 2.24 
" “with etal Nippl Diets ovevecacceeseseeeses .49 one 
“ “ le 26 a Rat EE es .54 
ng 4 oi “ . . syst sas0beseasueeineetis - 56 eegs 
Blank Metal Cover Sheet Steel... ........cccccccccccccces -14 -28 
- , SS d+ sneenbédaeensdetheeke ka - 35 -70 
Porcelain Cover with Holes. ............ecee0. othauss neon -28 eas 
Cast Cover with Guard for Push Switches. .... eececscce ove 49 81 
3 + 
Description Gan Gan 
Metal Cover for Std. Flush Push Switches....... sacdegesse & "8 $ be 
“ Tumbler or Toggle Switches. ......... -63 84 
« a —— i. aaa ececesce -63 84 
e « “ Single Flush Receptacle... .........- weees -63 4 
« e “ Duplex Flush Receptacle. ...........- ees .dnene otas 
e a ° . rere: Pera * 3.36 
= . 4a , i EL. + s+0seercbenaile 6. antes cove 
: Ss vin etal — 62666 eee 
,- . sees veuse ee 
Blank Metal Cover indies Steel. Krtinenn eet oe sees ee -56 e 
« = Ms 640000heeebuKe aeetenee a 1.40 
2. Laeger eccedee —es0es ae 
Cast Cover with Guard for Push Switches...............0: 1.40 1.96 





METAL COMBINATION PLATES FOR FS SERIES 


2 Gang for One Switch and one ici. or Duplex Receptacie........... 3 .70 
“ Bull’s Eye with Rub Sane eo cepeceee 1.75 
ie. Oe “ One Receptacle & one Bull’s Eye............. 1.96 


NOTE: Although our prices on conduit fittings aooly to all makes we use 
Crouse Hinds’ numbers and lists for convenience. 





.G & H WITHOUT ADJUSTABLE BAR 








Coons thet 
or Similar 5 Am , ” OA . - 
ae ssencsse ‘Oe $ .70 $1.05 $ .70 $ .91 $1.19 
eee enna -63 . ae -77 -98 1.26 
GA-GLA-GT.... .ccccces 84 98 1.33 .98 1.19 1.50 
Re cocess Se Rae [6 hee 1.19 1.40 1.82 
ee a ieneeseeoe oeccese 42 . 56 -91 .56 -77 =1.05 
ib ++esewseee vejnune .49 -63 °8 .63 J 1.12 
Re nbn .56 -70 = 1.05 -70 91 1.19 
inek s0a9esenwenss 84 98 1.33 -98 1.19 1.50 
DS oshseenecacus sue -63 . a 77 9 1.26 
Ty 
Crouse Hinds 20 Amp. 
or Similar yy" + td = 
$ .90 $1.05 $1.40 
1.05 1.19 1.61 
1.26 1.40 1.82 
1.50 1.68 2.24 
4 -91 1.26 
91 .98 1.40 
.98 1.05 1.40 
1.26 1.40 1.82 
1.05 1.19 1.61 
G & H WITH ADJUSTABLE BAR 
Crouse Hind 
rouse Hinds 
or Similar , SAmp. ” %" 10 Amp. 1" 
ER rene y oe $ .77 $ .91 $1.26 $ .01 $1.12 $1.40 
Teer : os r + ae a ae ie 
5 RE a 1:40 1.61 2.03 
ict boskeesegeeses .63 one. Gene .77 -98 1.26 
Ds ccaneenaceveee .70 .84 1.19 -84 1.05 1.33 
04 406060500006 oun 91 1.26 -91 1.12 1.40 
Bes o0scsssusces 1.05 1.19 1.54 1.19 1.40 1.68 
i otasescananes 84 98 1.36 -98 1.19 1.50 
Ty 
Crouse Hinds 
or Similar 6" mine. 1” 
Lniuitins eiewna enema 600 000066060000000060060 $1.26 $1.38 $1.68 
GA-GLA-GT occ cc cccccccccccccece 0506eaneees 1-38 1.3 3.10 
1.12 1.19 1.54 
1.19 1.26 1.68 
1.26 1.33 1.68 
1.54 1.68 2.10 
1.33 1.50 1.89 
53 
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"KENE X" : A PRACT. 

CK. SAFE 

PLUG & Anon FOR 
RECEP TACLE 


THE INSTALLATION 
OF WALL BRACKETS 
te 


OAM 


The Plug and Receptacle Principle applied 
to Lighting Fixtures for Walls 


“KENEX” plug and receptacle have many advantages beside that of practical easy installa- 
tion. Their use enables the electrical contractor to finish and test his work, as fixtures may be quickly 
attached at any time, without soldering or taping of wires. There are no protruding, taped wires 
dangling from outlet boxes, endangering the decorator’s finishing work. A satisfactory selection of 
fixtures is assured as they can be easily “plugged in” “‘on the job” instead of on their confusing se- 
lection in crowded showrooms or from catalog. Fixtures can be readily taken down for refinishing, 
cleaning, replacement or when redecorating. 


“KENEX” is installed in a standard switch outlet box and requires no more especial alignment 
or centering than is given to any switch or convenience outlet device. All wiring connections are 
made to binding screw terminals. The electrical connection is made by “plugging in”. 

The mechanical support of the bracket is completed by anyone of three 
standard methods—threaded stud, two screw or French hook. 


Complete bulletins on “KENEX” sent on request. 
ORDER THROUGH YOUR JOBBER 


THE BRYANT ELECTRIC COMPANY 
BRIDGEPORT, CONN., U. S. A. 


NEW YORK PHILADELPHIA CHICAGO SAN FRANCISCO 


Manufacturers of “Superior Wiring Devices”’ since 1888— Manufacturers of Hemco Products 
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Airport Lighting 
new tield_ 


AIRPORT Lighting provides a fertile, 
profitable field for Electrical Contractors 
Diamond E engineers after intensive study, 
research and experience are in a position 
to furnish the best possible electrical 
service-advice to contractors interested in 
this latest development. Diamond E mag- 
netic switches, Switchboards, Panels, 
Wiring Gutter and other high quality 
products are especially adaptable to Air- 
port Lighting installations. A notable 
example is the Municipal Airport at 
Oakland, California, where Diamond E 
products were used extensively. - 
Definite information and specifications 

on “Diamond E equipment suitable for 

any proposed Airport Lighting job will 

be furnished upon request, 


7 7 7 


FACTORIES | om 


NN a, re rm a on FACTORIES 
Los Angeles, Calif. lIAMOND | Ci NS oe Milwaukee, Wis. 
1318-1362 E. 16th St. oa a te : 926 Juneau St. 
“ “ 
Houston, Texas MANUFACTURING <E> Y INC. San Francisco, Calif. 
1517 Fannin St. eAMssectated Manufacturers 1264 Folsom St. 
‘Distributing Office 


Union Electric Mfg.Co. 
Portland, Oregon 


‘Distributing Office 
Milwaukee, Wisconsin 
218 Commonwealth Bldg. 


Salt Lake City, Utah 
Sales Offices and Stock 228 South West Temple St. 
Cleveland, Indianapolis, Detroit, Buffalo, Baltimore, New York, Philadelphia, Boston, Toronto, 
Montreal, St. Louis, Toledo, Grand Rapids, Chicago, Cincinnati, Pittsburg,. New Orleans, Birmingham 





ELECTRICAL -CONRTRACTIAS 


Arrow Receptacles with ‘‘Finding Ridges” 

make ‘‘plugging in’ easy and sure. No 

more groping in the dark — no more lost 

patience. Hit the ridge and you make 
the connection. 
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TYPE “B” 
Malleable Unilet with Cad- 


mium Finish 





TYPE “C” 
Malleable Unilet with Cad- 


mium Finish 








TYPE “E” 
Malleable Unilet with Cad- 


mium Finish 








Threaded type Malleable Unilets as used in connection with a switchboard installed by 
W. C. Krauth Electric Co., Louisville, Ky. 


Hit an Appleton Unilet with 
a Hammer! Hit it Again! 


Hammer blows, knocks, constant vibrations in its own foundry. The sizes are accurate, 
have no effect on Appleton Unilets because the bottoms are flat and true, with 





TYPE “LB” 
Malleable Unilet with Cad- 


mium Finish 





they are made of malleable iron. To add to a maximum of wiring space available in 





TYPE “T” the wonderful corrosion resistance of this all types. 
Malleable Unilet with Cad- : : 
mium Finish malleable iron, Appleton Unilets are coated Every possible wiring need is provided for 
with Cadmium. They will give a life-timeof with one of the many types of Unilets found 
service. in the Appleton Catalog. Send for your copy 


Tobesureofmaintainingitshighstandards at once. See for yourself what Appleton 
of quality, Appleton manufactures Unilets offers you. 





SOLD THROUGH JOBBERS 





TYPE “LRL” 
Malleable Unilet with Cad APPLETON ELECTRIC COMPANY 
Cc Ranafan, 9900, rg Type 1704 Wellington Ave., Chicago, U.S.A. 


New York—150 Varick St. Los Angeles—340 Azusa St. 
San Francisco—655 Minna St. Seattle—628 Railroad Ave. 


1704 Wellington Avenue, Chicago 


Threaded Malleable re hg 


1 = ' 
t ' 
| ' 
! ' 
: Please send us a copy of New Revised Catalog on Unilets and Con- : 
; duit Fittings, together with prices. H 
SS ' 
en ears Rew ee ieclanidioia con 
! ' 
I | 
I t 
1 t 

- 


i 
APPLETON ELectric CoMPANY 





fag. U. S. Pat. Of, Address .... 


Standard for Better Wiring PES RENE nae a aS 
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“Clean as a Whistle” 


“PIOALK all you like about one make of meter box 
being as good as another—I’m here to tell you that 
you'll go a long way before you'll find as good cone 
struction, as clean knockouts or as handy terminals 
as you get in 


NOARK Meter Service Switches 


When you can take out your knockouts, hang your boxes, set 
your troughs, pull in your wires and make your connections 
without any trouble or delays, you can make time—and time is 
what counts in making a meter switch installation, every time.” 


CoLt’s PATENT FirE ARMS MFrc. Co. 
ELECTRICAL DIVISION 


Hartrorp, Connecticut, U.S. A. @ 


33-S-41 NEW YORK * BOSTON - PHILADELPHIA * CHICAGO + SAN FRANCISCO 

















ACCO 


For accessible fusing 


SECO 
For sealed fusing 


UNIVERSAL 
For sealed service and accessible loadside 
fusing. In 30 ampere capacity only. Pro- 
visions for up to four branch circuits in 
same cabinet 


QUADBREAK 


For Polyphase 3-wire service 


os 


{ Catalog on request } 
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URFACE TUMBLER SWITCHES 


Your Aui-Purrose Switch 


IN THE 


New Saye 


NEW BAKELITE OR METAL COVER 


NEWLY CREATED Switches with the old Reliability 
of your H&H mechanism . . . Out of the whirl of new 
ideas—whipped into practical form by 39 years’ experience. 
Evolved from four decades of switch- craft, centered on 
service tothe Contractor. Keeping jobs up-to-date, 
up-to-style. Turning time into money always more rapidly. 






















No. 610: Surface Tumbler with Snap-on Cover; easiest “snap” 
to install. Clap the cover over the handle— onto the base—and it’s on 
to stay! Speeds-up wiring; saves fussing with tiny screws. Stands out 
as the newer, neater sort of job. 


No. 6064: Surface Tumbler with Outlet Box Cover — in one. 


Does a double job with a single device. Handiest possible combination 
for pipe jobs. Switch part has nickeled cover; box cover japanned. 


No. 610 B. C.: Surface Tumbler with Bakelite Cover. Here’s 
the switch that stays mew even in air charged with moisture or chemical 
fumes. Cover cannot corrode in damp cellars, outbuildings, laundries, 
mills or factories where steam or chemicals fill the air; residences near 
salt water, etc. 


No. 6064 B. C.: Switch and Outlet Box Cover combined, with 


Bakelite switch-cover and japanned outlet-box cover. Corrosion- proof 
switch-cover for installations exposed to dampness or chemical attack. 





Each switch here has the stuff in it for lifetime loyalty to 
the man who installs it. All have the famous ‘ ‘balanced mechanism’’ 
of the H & H flush-type Tumbler. Smoothest of actions; easy- 
throw; even tension. Specify from new catalogue data-sheet, 
ready to forward at your request. 


HART & HEGEMAN DIVISION 


THE ARROW-HART & HEGEMAN ELECTRIC CO. 
HARTFORD, CONN. MAKERS OF ELECTRIC SWITCHES SINCE 1890 
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Fittings, Conduit 





Fittings, Conduit 








COVERS FOR G & H SERIES 
Without With 
Adjustable Bar 


Adjustable Bes 


5 Amp. 10 aap. 20 Amp. 5 Aup- 10 x hw Amp. 
PGI. 6 nt cveeceesss $.28 3.3. $.56 21 $.49 
Po | err .21 33 .35 .14 . a 7 .35 
Porcelain with \%” Nip. ‘ .42 .49 -70 .85 .35 -63 
1% oe .49 56 77 142 -42 -70 
” Ole: ° 63 -91 -49 .49 84 
Metal . es ae 35 .42 .49 -28 .28 42 
se . <lrs 42 .49 . 56 35 .85 .49 
as vas ees 49 . 56 .63 -42 -42 . 56 





DEVICES FOR G & H SERIES 
(See Page 51 Crouse Hinds Catalog No. 2000) 


Lamp Receptacle with Shade Holder Groove No. H546......... steude 
Fixture Rosette Porcelain with 4 Nipple ie: ve ieee & & ee bhebeneaed 
°. a iargtin sb ten 

Fixture Rosette Composition with % Nipple Ne iat > |eeee 
Cord ONGED PUI Es os cbc cccsecseenrccensewes ceccncesoes 
e I Oh eae eee en ebewee wees & 

Lamp Receptacle—One Piece—No. H556 or 557... 0.0.02. c cece ensues 





J & K SERIES WEATHERS POUe 

















PE TT ee eT Te ee ee - 50 
Teed ediabcdsenlGadaabaananmainaeeiioten .50 
Rr nite otal dlenahe a ee sedi aed Ankh oie 33 
EN th bin eeceaes ehdensacens 84 .50 
DEVICES FOR J K SERIES 
Lamp Receptacle .. . IL 6064 6cacdecnstenesesbesuesnebeeenes - $.63 
i i OE, «2c bred esedecuhenenneoobeenesios 56 
Fixture Rosette with Nipple Ks cceg ebenendedeedies cneeneeeencieeents . 56 
Fes CRED: BE. g 6 ctncicccccccssenssdeneseestedesn0seenetes -70 
= ” Be hea 066b.5enesercdececécccesnseuselencenne -91 
Ng ca cecénnee cach eevededseenanbnbesanesbeneseubaedas .49 
ee ee en en an Pe ee .42 
SERIES V VAPORPROOF TYPE 
Crouse Hinds or Similar 
Pricesare for Iron Fittings and include Guard and Globe Form 75 
yy” %" - 
V-VA Complete as Above... ..........-0005 $5.85 $5.92 $6.00 
VB-VC-VL Complete as Above............. 5.98 6.11 6.24 
VCA-VLA-VT-VE-VS Complete as Above... 6.17 6.30 6.56 
VTA-VX Complete as Above.............. 6.30 6.56 6.76 
VXA Complete as Above...............46- 6.57 6.83 6.03 
VF-VK-VP Complete as Above............ 6.37 6.50 6.63 
VD-VJ Complete as Above................ 6.70 6.83 6.96 
Prices are for Iron Fittings and include Guard and Globe ats * nie 1" 
4 
V-VA Complete as Above... .....-sccccceee $7 .02 $7.09 $7.16 
VB-VC-VL Complete as Above............. 7.15 7.28 7.35 
VCA-VLA-VT-VE-VS Complete as Above... 7.28 7.50 7.63 
VTA-VX Complete as Above.............. 7.41 7.67 7.87 
Wer CENES O6 FDOTO. ooo occccccccecses 7.67 7.93 8.13 
VF-VK-VP Complete as Above............. 7.48 7.60 7.73 
VD-VJ Complete as Above................ 7.67 7.80 7.93 
PARTS & ACCESSORIES FOR V SERIES 
Form Form 
75 200 
Guard Be Ben GOOD, oo 0c cccectsccedesuceconcse $3.90 $4.20 
SD Gees Basted GRASS. ccc cccccccstccccccsocses 6.50 7.80 
= QUES TROER so 6 cc cccccccecces -tieerreceseedechs 2.34 2.95 
Globes GH GEE so vce cccccecvescoevesecctececesseevers 1.12 1.12 
PF Ges po cdcceccccoceccecsessavicsenecsnceses 1.54 2.38 
- = ak wong wl 0 TTR ee 2.38 3.30 
bad SE no ttent decease tsdeehecdooecdsncsebocenes 3.30 4.06 
Brass Reflector Hoider ins ctv dhe dcednnaeeebes 1.96 3.31 
Threaded Blank Covers Iron Black Finish................. 1.05 1.40 
Sealine Pilate tron Galo. Fisted ..o ccc ccccccccccccccccstes .21 .35 
Receptacle with Gasket & Screws. .......-.-.0 cece eeee i . 56 . 56 
VAPORPROOF FIXTURES 
For Type GS Fittings 
(Page 89 Crouse Hinds Catalog No. 2000) 
Form 75 Form 200 
Iron Brass Iron Brass 
Pendant or Bracket Type Complete... ve 93 $11.18 $8.80 $12.42 
Receptacle Only ST ee TT ee ee 56 


NOTE: Above numbers ‘and figures are for Crouse Hinds’ make or similar 





FITTINGS, THREADLESS 








“STANDARD TYPES 
*“Kondu” “‘Appleton”’ or Similar 


Types - vs rm 
Without Covers 4 % 1 
DE eee re eT eT Te $ .46 $ .62 $ .84 
Tes ep eebehehthbebeSHeeedsoanhee oa .53 .70 .95 
is 6 66bs6000460 SOC C0 CCCOR+EKOCS SSCS .95 1.23 1.79 
Serr TTT TTT TTT CT LT .74 .94 1.33 
Ue. « gence edbsks OGO00 se ndenedewenas 1.04 1.34 1.86 
D OO Sa eT iTti ti .74 .94 1.29 
kph teeedeP ee eveehetenecen .53 . 67 .94 
I. eg led dendestonaeheas .81 .98 1.40 
make O60 e666 0066600 Ceoreseeaeose oa ie eo 
ee a ee ae ad ae .04 . ; 
ty a eeeheSOSaeoee Ge enseeeesesesens = ae . i 
J D ccksacdceddvedesebuweduseusen 91 , F 
_~ cpenerebs tbe eeeeebevehieaeen 1.33 1.82 2.45 
eS aera 2.03 2.52 3.29 
60 


” 


a neh at adit i nt et ae 
rm) 
wo 


Types 
Without Covers 















STANDARD TYPES—Continued 


1%” + od 
$1.61 $3.15 
1.96 3.85 
3.64 6.30 
2.66 5.11 
3.85 6.16 
2.66 5.11 
1.96 3.85 
2.94 5.18 
3.99 7.00 
3.85 6.16 
5.18 9.00 
3.29 6.00 
4.48 8.33 





— 


oe 


ee 
no 
wom 


2%" 
6.65 


6. 

1. 
8. 
9. 
8. 
6. 
8. 
3. 
9. 


Sebensnaes’ 


aoc 














H Couplings 
K ox Connector 


oO 
SCA Cable Connector ; p 
inno dk s64éUasedeeaas .39 .52 


H Couplings 
KO Box Connector 
NO 


Box Connector 


SLP Short Elbow 
KOL Box Connector 
KOR Reducer 


“4 













3 
$6.37 




















\%” 4%" ad 1 “” 
IY 0.6 Vans be Aiebw mince Kamnecee $.11 $.15 $.32 +45 
OEE CNG. oc vs scncvceseedesesss -14 -14 -21 -28 
Metal, \% Nip hans 6edheweawekeatece nn . 28 .35 -49 -64 
: 4 MO bet teeeeeeeeeeeceeeneens .32 -39 .53 -69 
= % Mf eet e eee eeeeeeneeeeeees .35 -42 . 56 71 
Uh At atiptiterneseubenuuan 42 .49 -63 -78 
Poveciai® Witt Bales... ccccccccccccccs 14 -21 .35 - 50 
rere 28 .35 .49 eee 
1%" 2" 2%" 3° 
it ls +ccsadevwhessdeehawedes $.63 $.78 $1.05 $1.05 
SD Eee reer ae -28 84 4 
Metal, ig! Nip bc. ke bade sebkescceebeees a” seems - eaten iy sini 
oe ee eee aeterneennant ores ° = Aee6e ‘beens ewe 
. a “ch Hil -95 prance fia phd 
orcelain wi Se Be Cape . . 84 “ Zs 
LR eS ya ee gee Oe ™ . » 
DEVICES FOR ABOVE FITTINGS 
Lamp Recept. without Shade Holder Groove PR.. $.35 ae $.49 
with Shade Holder Groove PRS.. .42 .49 . 56 
Porcelain for Weatherproof Socket WP2.......... .28 eats onde 
Polarity Plug Receptacle PIG. wi veceeeeus . 56 .63 -70 
POE Fs was vadeusde meu -70 -78 
Sgle. Dble. 3 
Pole Pole Pole 
Snap Switch H Amp. 125 Volt Non Indicating. . $ .70 ae $1.26 
536 * Fndiestiog. .... sce owe ote oan 
“i gs 10 We 125 “ Non- sameeting- 1.12 $1.47 1.47 
° ©¢ © * 2 * Rees. 82P RED Sas 
TYPE FS FOR FLUSH DEVICES 
**Kondu”’ or Similar 
Type we Gare “ 2 Gang a 
4” w 1 
FSE-FSB.......... $1.05 $1.26 $1.40 $1.82 $2-03 $2.24 
~« oS | Moe 1.33 1.61 2.03 2.10 2.31 2.66 
i ta¢inephedidye oe ee) ee sence” ‘denen me 
Sears 1.26 1.61 Re ks 4 Slee See eae 
MS Rondasdenanee 1.75 2.31 2.73 2.38 2.73 3.08 
Type 3 Gang 4 Gang 
%” 1” % 1” 
PSE-FSB.....cccce  — ceece 4 - *t rere $3.36 $3.64 
3. SS ) ero 0 — omese 3.71 3.99 
DCtesiveasaise heats, adden svexa °° eae aiucae shes 
i ccopstaneesaw. °  mbenlel Geek Parte! 5 ie See le 
ee $3.22 3.57 3.85 = ere 
Covers for Above 
= a 
Nn NIE NIN iii nas swear es 0.00 wc end loeb brsaale wale $37 $70 
eee ee a Re ene . 28 .38 
Toggle or Push Button Switch Plate...................05- ae ° “Senge 
TYPE “0” FOR SNAP SWITCHES, ETC. 
Type sail "e. 10 Ane. " 
a 4 
errr rea $ .63 $ .64 $ .77 $1.05 $1.33 
ec Or LO -77 1:05 -91 1.26 1.68 
CEN cninne week enact ‘ 1.19 1.54 1.33 1.75 2.24 
RO rere . 56 :77 -70 -98 1.26 
SG ct was wadeeeae nema 9h 1.19 1.05 1.33 1.75 
Dcdseseshonsawsecsenaeyen 91 1.123 1.05 1.33 1.75 
Cvsckdtsenctecuceseennee 1.19 1.54 1.33 1.75 2.24 
eee eae rn 1.19 1.54 1.33 1.75 2.24 
RR RNR 1.54 1.96 1.68 2.10 2.80 
oa ihhg am aera Sew ee Sakae einai -77 1.05 .91 1.26 1.68 
Pbewsteheeaksaanteieses 1.19 1.54 1.33 1.75 2.24 
GR ov ceccvccsvessvesceccces 1.54 1.96 1.68 2.40 2.80 
is wincb cnted else eameee 1.89 2.31 2.03 2.52 3.36 
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Fittings, Threadless Fittings, Entrance 
7 
ity @ bad 
TYPE “0” FOR SNAP SWITCHES, ETC.—Continued FITTINGS, ENTRANCE 
Type r. 20 Amp. v 
-19 $1.61 
.40 1.90 “ADAPTI” 
.96 2.52 ” ” 1° 1%" 
-12 1-47 | Ent. Elis with Cov. Ser. 1100.......... $.50 $60 $.65 $1.35 
“54 2.10 | “ _ Fitt. with Cov. Ser. 2700 ......... 45 55 -65 1.20 
542.1 Angle Ent, Fitt. with Cover Ser 2700.. .50 - 55 -65 1.20 
= He Signal Ent. Caps No. 2810-2811........ .65 a “aig? — 
38 3.22 | Bat. Ells with Cov. Ser. 1100.......... $1.60 Se. vad@es -eewas 
47 .-= “ ” Fitt. with Cov. Ser. 2700. 2.05 3.15 $6.25 $7.65 
-96 3°92 Angle Ent. Fitt. with Cov. Ser 2700. . 2.00 3.20 6.30 v2 
ae Se SER, CRUST CNRS 6 ccecs abece. despa. eeeeal ‘eaues 
.87 3.78 
**UNILETS”’ 
; \” %" 1” 1” 
20 FEB Elbow with Cov. 1700 & 1900..... $.50 $.60 $.70 $1.70 
hae: ane FB Elbow with Cov. 1713 to 16........ .35 .50 hte Danke 
Blank Metal Cover, Round: «---....-.0seeseesees $21 3.28 8.35 py hy Ay ree eppeaempoe i ‘ *ias 
orcelain Cover, Round with holes.................. . ‘ a . +h Cow 1700 t.04 7 + ? 
Metal Cover with 4 or% Cord Grip. ............... .35 .42 .49 LAY End Fitt. with Cov. 1790 to 04. ... rie? = aise 2,56 
Blank Metal Cover with \% male or or r female nipple... .35 .42 -49 | FEB Elbow with Cov. 1700 & 1900..... si. 90 gs" 25 $7.50 $9. 
“ “ “ “ 3 “ “ “ Pe teste = ‘= - 56 Pe CR ENE ais coss 8 sease ooeaa” cae’ 
e «© «© ef ae ew wo ao 7 HR eR ES | Pind Pie, wih Cor. TEPER... -oi8, esse | cones apne 
ihdieceilinaiiis "a wee GG ERO | AY Angle Fite. 1960 to 54............. OOP e050 * ceuee ? ae 
Lamp Receptacles Porcelain Edison Base............ .42 -49 eee LAY Ead Pitt. with Cov. 1700 to 06.... 1.95 = ..00 = ennee sv nes 
° Composition T Slot.............- 84 ° 
‘““BEND HICKS” 
w aw 1” 1 o 
REDUCING BUSHINGS Bend Hicks Galvanized................ $.50 eo $.65 $1.75 
tae te Pe ¥ $ 53 4, 1“ $105 Sah ; 55 1” 2” 2” 3” 
Sqetaee 75-- 8-52 0. 8 8 SA SR Se | wead Wicks Oatvaninek:.............0. $2.15 $4.10 $6.60 $8.25 
o i Sh. eee .81 .94 1.29 1.60 1.86 
* © ites, see aii ee 1.43 1.90 2.42 
aa 134°... ae eae’ Man” eke 1.51 1.90 2.42 ‘““CONDULETS” 
1K, «con ee, ae Wee Soe “by 3.26 Form 6 
7 ” 1° 1 _ 
raw Sa. Fit with Peer. ne .40 $.45 3.60 $.95 
FITTINGS, SPRAGULETS, WIRELETS | 1 Boefs: Fw Met Cou200. 4380 Ts 
OR T&B F Type Ent. Fitt. with Pore. Cov....... 2° Oe | lee ya 
LB Type Ent. Fitt. with Metal Cov..... 1.40 * Beets eee 
BRANCH TYPE *““ELECTROLETS” 
Series 48 : 4” 34” i 134” 
G.E., Steel City or Price FB Angle Fitt. with Cov. 713-83........ $.45 $.55 $.70 $1.10 
Description T & B Numbers Each | KA End Fitt. with Cov. 1013 to 43..... .20 -20 -25 .30 
Branch Body for % & 34” Rectangular Shape..... SP-48241 $.27 | KB Elbow Fitt. with Cov. 1113 to 33... .35 .50 ae. ‘Kea 
Cover Metal Flat Closed i tile ERP RN SP-48C1 11 | SLB Elbow Fitt. with Cov. 1 to4...... -50 -60 75 1.35 
with 4%” Knockout............ SP-48C6 ll Y Capped Elbow Y1 to 5...........46- .50 .60 .65 1.75 
= yes “ Pendant Type with % Bushing... SP-48C8 12 1%” 2° 2%” 3” 
- es “ Pendant Type with % Bushing.. SP-48C11 16 | FB Angle Fitt. with Cov. 713-83........ $1.80 $3.00 $7.00 $8.50 
. ™ “ with 4% Male or Female Nipple.. SP-48C22 & 23 eee Re eS ee ee en er eee 
* « “ with % Male or Female Nipple.. SP-48C24 & 25 SE Et Ee ee eee, Ween Gres Ree Paks) ccece = asece © cuese -  eseee 
Cover Porcelain with one or two wire Holes....... SP-48C75 & 76 et See es es GD Gs BOR ivcccace actec sedue caaese 5 eaeee 
“ three or four wire Holes..... SP-48C77 & 78 oe EE Gael Beet SE GEG. 6 cccciescuces eae | éadie., - auak. = Seween 
“ we: “ ¥% Male or Female Nipple... SP-48C82 & 83 .29 
a ° “ %& Male or Female Nipple. . SP-48C84 & 85 .41 
G. E. See T & B below 
SHALLOW TYPE 
Series 14 GEE- VEE 
2 G.E., Steel City or Prien ” %” 1” 1%" 
scription ac 6000. ’ é ‘ 
Body Octagonal Shape for 44” or %”............ $.35 4 Service Cop Segies +. et 7 as 
Cover Metal Flat Closed... ....-----sseseeees 2 | PPing = “ “40 “50 “70 85 
“ Raised with 44” Knockout aa -ll | B 4 “ “ 40 "45 ‘65 “75 
Cover Metal Flat Pendant with +4 Bushing. ...... SP-14C8 -12 | FB Universal “ 1.00 1.25 1.65 2.75 
6 GI ME SP-14C11 -16 | Weathercap - .55 | geet? eer 
- . “ with % or % Maleor Female Nip. SP- 14C22- 23-24-25 .29 | Service Elbow “ 2 40 55 65 1.60 
5 0 “ For all surface Mounted Devices SP-14C28 -14 | A Terminal “ 40 wr “70 1.05 
ws “ Raised for Sign Receptacles......... — 12 Endo Terminal Series 90000 bee ccccesces 15 .20 -25 Satie 
0 “ Flat for all Fluted Devices.......... SE. ie .35 1%” 2" 2%" 3” 
= Porcelain with one or two holes........... Spaces & 76 -14 F Service Cap Series 6000. BN $1.90 $3.35 $7.60 $9.25 
« “ Three or Four holes ........ SP-14C77 & 78 en ae Oe 1.90 3.35 7.60 9.25 
Cover Porcelain with 6 Male or Female Nipple... SP-14C82 & 83 -29 | F Pipe “ « ee tain “Spe 1.20 1.75 3.00 4.15 
tink teat 5 C Sees | Spasce * | B & “ « 3000 & 2100....... Se eine. amen eee 
aise ngle Adaptor for evice Covers......... - , : : : ‘ 
with Uno Shade Holder... SP-14C67 Bi@auee:* a cae gee” eens eee 
Service Elbow “ 19000............ 2.75 Ue: > “eteneo + edens 
A Terminal ' eee 1.40 2.40 4.55 7.40 
DEEP TYPE Endo Terminal sv .ccwewke” ae” | eeee” * Magia So Allee 
Series 34 jac al . 
. E., Steel City or rice ‘“ ” 
Description T & B Numbers Each GEM POWERLETS 
Body Deep Octagonal Shape 44” & %{”........... SP-34461 $.47 ; 4” 3%” " 1" 
Cee NEE SE FOE v6 oak ccvdcnsnadacedasis SP-34R1 14 | MA Fittings with Porc. Cover.......... $.25 $.35 $.45 $.70 
Cover Metal For Flush DONOR 60 50: dsis ccsccsces SP-34R2 & 3 14 dey 5 Le. bee Wlbearee -35 Se”. 00g. eens 
Te eee SP-34R4 14 | MF & MFF Fitting with Porc. Cover... .50 .60 -70 1.70 
S “ © Receptacles without Door....... SP-34R5 14 MFB Fitting with Porc. Cover......... 35 .50 Se > Sinn 
e “ © Receptacles with Door.......... SP-34R6 41 MLB Fitting with Metal Cover........ .50 .60 .75 1.35 
- “ © Standard Dble. Plug Receptacle... SP-34R7 14 | MPA Fitting with Porce. Cover........ 15 DP: eewdas — ener 
- « © Hubbell Dble. Plug Receptacle... SP-34R8 GET Ttaws vcas cbodsies cons seeacews etree .50 60 Y Bee 
. “ Chapman Recept. with Doors....... P-34R9 OF Wis ccc cee ccesnvcdecss sactetavcedtas e. wedge: “ekben,, \weese 
= “ For GE 30 Amp. Polarized Plug Recep. SP-34R13 17 ‘ ‘ 
we “ GE Tumbler Switches.............. SP-34R14 .14 ia , 1% 2 2%" 3” 
se “ Hubbell and H&H Tumbler Switches. SP-34R15 & 16 .19 “me Fitting with Pore. Cover as Pegaso Si $.95 $1.90 $3.55 $6.00 
MF & MFF Fitting, with Pore. Cover. .. ‘1:90 3.35 7.60 °9.25 
Ds Pele Gate POU CURR ccnctes sates. . seodu « c¥enes > dated 
COUPLINGS Pri MLB Fitting — ny aoeey bvesdhse De > eases: \*eacek ce eee 
rice CR FOTE. COUP. cccccces sesce c00ee + se080 ee 
ee Complete Coupling for +4” Conduit PET eee ienenensacene $.16 7 a epee ” a : ee SS ALOR Be ye RE, Syl BLS 8 ty * 
SP-14 ob (Terre rer Tee eee eee ET ME. goo nc ovd ck ihavbandteadnenseeleasee © senda LOR ee 


risa 1929 








PL-14 
Fittings, Entrance 





Fittings, Armored Cable 

















T&B 
4” . a 1%" 
Ent. Cap 1525-32 with Cover.......... 3.40 $.45 $.65 $1.00 
Capped Elbow 1470-84 with Cover...... .50 .60 .70 1.95 
Insulets 1610-11-12 with Cover......... .15 .20 - eee er? 
Angle Insulets 1640-1-2 with Cover..... .30 .45 { weer 
Cable Insulets 2000 with Cover......... oan -  Sawes weses ~~ eeeea 
1%” ad 24” 3” 
Ent. Cap 1525-32 with Cover.......... $1.70 $2.95 $6.25 $7.65 
Capped Elbow 1470-84 with Cover...... Boe) Cannes “setae” “aeons 
Insulets 1610-11-12 with Cover......... seoee coves  ceeee  ceeee 
Angle Insulets 1640-1-2 with Cover..... ...++  ceeee coves cvvce 
Cable Insulets 2000 with Cover......... sooes coose coves cece 
6é %9 
FITTINGS, ‘‘ADAPTI 
ROUND “ADAPTI’”’ BOXES 
Series Numbers Style 4” 4%" - 
SO POT 1 Back Outlet ee 86 skews 
eee sagt Mn ” .36 $.48 $. 60 
No. 3000 to 3005......... 1 Side Outlet .43 .50 .74 
No. 3100 to 3105. o « .40 .48 60 
No. 3100T & 3101T Thrdis. “ “ « .48 .55 sie 
No. 31700 to 3175........ oe ie 147 54 67 
No. 3200 to 3205. ge «@ 48 54 ‘14 
No. 3200T & 3201T Thrdis. “ “ sat .60 .68 ee 
No. 3270 to 3275......... = = e .60 .67 .94 
BEG, SERTO CO EERO. cccese & & « .54 .60 1.00 
No. 3300 to 3305. g°¢ « 64 .88 .98 
No. 3300T to 3305T Thrdis “ “ « -82 -95 ee 
No. 33170 to 33175....... ee 6 ‘71 831.07 
No. 3400 to 3405......... 3 = .80 1.05 1.20 
No. 3500 to 3705.20.20. g¢ « 54 60 75 
No. 3800 to 3805......... = po .54 .60 .80 
No. 3900 to 4005.22.22. g°¢ -80 93 —-:1.08 
No. 4800 to 5005. ........ S * ? -94 1.03 1.34 
Series Numbers Style 1\" 14” 2° 
Parana SReeeet = = ——_—i‘éida tee wee e io 
DE SEMIN: oc cccccces = - eee chine 
No. 3000 to 3005......... 1 Side Outlet 1.30 $2.00 $2.75 
No. 3100 to 3105. ........ - = - 1.10 1.80 2.40 
No. 3100T “3101 Thrdis. “ “ 5 i © aie iecniee yaaa nae 
No. 31700 to 3175. ....... sane - 1.15 1.85 2.46 
No. 3200 & 3205.......... ses « 1.25 2.13 2.75 
No. 82007 &3201T Thrdis. “ “ — = =—Ce het, = aa ani 
No. 327 are - = ° 1.40 2.28 2.88 
No. 32170 ‘o Se = 8 e 1.34 2.20 2.80 
No. 3300 to 3305. ........ — i es 1.96 2.68 3.00 
No. 3300T t to3305T Thrdis. “ “ a oe Pe 
No. 33170 to 33175. ...... aah rs 1.70 2.75 3.10 
No. 3400 to 3405......... ae - 1.87 2.90 3.35 
No. 3500 to 3705......... - - 1.40 2.28 3.35 
No. 3800 to 3805......... = = S 1.40 2.28 3.35 
No. 3900 to 4005. ........ SS. . 1.85 2.90 4.00 
No. 4800 to 5005......... =... > 1.95 3.55 4.70 
PARTS For Above Boxes 

Series No. Description 4” 4%" 9d 
500-501-502 Base Only $.27 $.27 $.54 
500 X-501X Extension Ring -27 -27 .40 
501A Base Concealed to Expd. .67 - 67 . 67 
0500 “ with Tapped Boss .34 .34 evan 
510 to 512 Base .40 .40 . 80 
520 to 522 - -27 .27 .52 
530 . 1.80 1.80 wizs 
540 to 542 = -27 ome .52 
30 to 35 Metal Side Plates .14 .14 -20 
40 to 42 Insulated Side Plates 16 -16 .34 
50 to 54 Armd. Flex, Side Plates .34 .43 .52 
60 to 65 Angle Outlet 15 .24 .43 
70 to 75 Elbow Outlet .24 .30 -50 
90 to 93 Connecting Outlet . ae .25 
100 & 101 Straight for No. 500 Base -15 .24 ‘an 
110 to 113 - “ No.501 “ -28 .34 .43 
120 to 125 - * ia | .47 .53 .67 
130 to 135 pe “ No. 503 “ 1.08 1.33 1.60 
140 to 145 sa ‘Tia = 2.67 3.08 3.48 
300 & 301 Threadless Outlet .20 .28 a 
310 & 311 ws 5 .34 .40 an 

Series No. Description Lee 1” d 
500-501-502 Base Only $1.08 $1.08 
500 X-501X Extension Ring *.3 vadie onedena 
501A Base Concealed to Expd., . ae wea 
0500 7 wes Tegees Bete titel ects -— 
510 to 512 Base .80 1.60 1.60 
520 to 522 yas -52 1.08 1.08 
530 ee ee hier 
540 to 542 vs .52 1.08 1.08 
30 to 35 Metal Side Plates -20 .38 .38 
40 to 42 Insulated Side Plates .34 . 67 -67 
50 to 54 Armd. Flex. Side Plates a eds nel 
60 to 65 Angle Outlet 48 .94 1.08 
70 to 75 Elbow Outlet 55 1.00 .14 
90 to 93 Connecting Outlet j= =  eeee .30 47 
100 & 101 Straight for No.500 Base iwc we. ew ees bbne 
110 to 113 pes “ No. 501 “ ae sansa haem 
120 to 125 * “ No. 502 “ .80 .94 1.07 
130 to 135 S “ No. 503 “ 1.88 2.14 2.40 
140 to 145 24 “ No. aad 3.87 4.28 4.67 
300 & 301 eh h—t—“(“‘“‘“—=it~*é*ésCéS N:P 6bee 
310 & 311 se i — 

COVERS For Round Adapti Boxes 

Numbers Description Price 
1 rr rr ee, ccc ccdnvcesesensdacseseeks $.18 
2 cass crc.ceedtece este enees ebeueadauns .30 
3 es re, «2s cinncescenenceseseunesnes .30 
4 Pf. . 1 ceciees ated wide center egtedeeoesaheeke -22 
5 a6 Porcelain with Male or Female Nipple ey ee ee .38 
Sl eee. 00. 1 —=6 Oe .53 
910 Malleable with \y Male or Female Nipple Keen ead pees .30 
|. | Se. Oe! ee a .38 


NOTE: For “‘Adapti” Entrance Fittings See Page PL-13. 
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**GROUNDULET” FITTINGS 
Crouse Hinds—Appleton & Similar 


Type GCA 
Without Soldering Lug Price 
Fitting No. GCA- 12 For 4" Conduit ith eee aia de hoe a bndene nee $ .77 
-~172 WE ub obbaoand-dan eseccese -81 

Type GCD 
With Angle Adjustment Price 
GCD-12 For 4%” Conduit without Lug with one Strap.............. $ .90 
GCD-172 For 4%” Conduit with Lug with one strap. .........seeee0e 95 
GCD-22 For 4%” Conduit with Lug with two Straps................ 1.77 
GCD-32 For 1" Conduit with Lug with three Straps.............- 2.61 


Type GCE & GCEE 
With Strap Clamp Terminal 








Size of Conduit 4 %” 
Outside Diameter 4% to 4% to 4% to &% to % to % to \%& to 8 to \% to 
of W ater Pipe 23%” 44" 644" 234" 434" 636" 234 ’ 44” G54" 
Se accocsseds 
WG ixiwensaeees $1.58 $1°80 $2. ‘6 $2. 97 $342 $4. 14 $241 $5 09 $617 
Type GCE 
With Thresded Plug Terminal 
GCE-142 For 14” Sp I Os cv ccd ubudesined de isdaseie $ .90 
GCE-242 “ %” pak 8 RARER ae ae 1.04 
GCE-342 “ Zz SN ates NOAA OR ednet bes chdceas 1.17 
Type GC 
For Open Ground Wire 
GC-92 Cast Brass with No. Dice anceakess heuccadsbitawosn ‘ £ .72 
GC-922 EEE EE PEPE 1.44 
GC BRASS BUSHINGS For Ground Fittings 
- Size 4” 1” 1 "41 ” 2” 4" 3” 
Without Cap Screw... $.10 $ 13 $.20 $.24 $.31 $.46 $ .84 $1.10 
With Cap Screw...... .20 -24 31 .32 .40 -61 $1.00 1.25 
TERMINALS, LUGS, JUMPERS, CLIPS, ETC. price 
Soldering Lug GCA-130 For GCA & GCD Fittings. ................ -06 
ree ey SE SO i oe 0 dab a kad eebads ekawau ees 1.80 
Strap Clamp Terminal For Water Pipe—}4” to 2%” No. GCE-012.... 1.04 
« . sa ot xs “ 4” to 444” No. GCE-014.... 1.26 
« « ” S - “ 4" to 6%” No. GCE-Ol6.... 1.62 
Conduit End Terminal er oe nn. T inn dh eed neha Rohs oaks . 36 
4, a Dn + <nquvedvnesde<rdddeaawecmine .50 
o ” ic Er ibd Seek kairo ko bhndeareanied .63 
Jumper Strap No. Gc110 hittrectt tei cebhhiokeswnene neha namhesee “ -15 
Threaded Plug Terminals, I I, 6, bacGuicinhirnwble eb bdavisene .36 
SE SE NG Ca Lies Rahn 6 6ckebndee ee nen .@2 
pe es ee eae -18 
Jumper for Bonding Conduit = ,Long, ah = 808 Per Foot Sv emmmdun geraie ‘ -40 
= ae Sc ccmeueiane .53 
Soldering Lug Brass for 34” Conduit SN I acid 6 he nie lod gh ocenie nm wea .20 
PO MMs .ukeheeudeteecedinecnne .30 
Soldering Lug Copper for Bushing 337 - a ep te 6 ld Setar oop dreenired a .05 
Dilek de thie Nice aden ht ink «ae ee .10 
Brass Stud Double End Fits Bushings ig" to 6” No. GC52.......... .20 
Soldering Clips for Bushings 4” OD SUE Ea an .05 
° ie Pthsnlsaewtheshnkehaakebaetcas .09 
Grounding Strap, No. GC100, Per Foot... .........c2cccccccccceee .25 
Strap Clamp, le ES odors ck een ehans Ke bbben vee nb dsus'oun .35 
a ee ae on, ee ene .65 





FITTINGS OR BOX CONNECTORS, 
ARMORED CABLE 





For BX or Armored Cable Size of Price 
Description K. O. Each 
Standard i) CO Ts cic ce cos ceccesebeceses nad $ .06 
Set Screw Connector 34-5. ..........ccccecceccecs i, .06 
- Sey Bs CORRE Sn os cb ssc dn stessisccesseces’s of .06 
= ee NN Ts 6.6 cos cenvccdnconsocieess , .18 
be ed 18 
STRAIGHT 4” -18 
Squeeze +. .30 
BOX or 1 -50 
Tangent 1%" -65 
CONNECTORS Type 1” -85 
2 1.25 
a 32 
90 DEGREE Squeeze %. .40 
ANGLE BOX or 36” e 
CONNECTOR Tangent 1 1.00 
ype 14” 1.25 
\” .32 
45 DEGREE Squeeze ° .40 
ANGLE BOX or ” .75 
CONNECTOR Tangent 1 1.00 
Type 14" 1.25 
—- 
PANEL BOX Straight x” .63 
aye 1 .93 
CONNECTOR ith 1%" 1.30 
Locknut 14” 1.88 
2 2.58 
For % Conduit 
COUPLINGS 6] -38 
FOR ~ re -42 
FLEXIBLE = % ” .54 
STEEL va - -65 
CONDUIT ~~ = -90 
“ 1 “ 10 
“ 9” “ : 


1 
1.60 
ELECTRICAL CONTRACTING 























Fittings, Armored Cable 


PL-15 
Molding 





FITTINGS OR BOX CONNECTORS, ARMORED CABLE— 

















ONE WIRE CLEATS 






































Continued ; B & D Type—2 Piece 
For 4%” Conduit .382 | Old Di mensions 
CoURRIGID «i « te ne te ae a Price ig 06 
TO pee, Tine 72 | 1%A % 2% Mg nia calkxs baeneuee haan .08 
FLEXIBLE a .90 | 2A 5% 2% 1% i 2 ac bah ate y LA h bine .10 
CONDUIT we = 1.37 | 24A 38 211% 134% a 3 ee .15 
an ie ee an aieh mb th he ebb bd obs betes bbe Bebidas eek end de xdeeeunsho betas | 3A 36 3% 1% ee Se Go cas om ck actus O60 «alee ae 
ee ee Ce ee: re .02 | 3B &% 314 1% Se ee se a aw aetkemelio .18 
- | 3B 6 3% 1% bea ee rere isnt aa 
FITTINGS FOR “OVALFLEX” ARMORED CABLE 4B) 8M 1000000 CMS 25 
names = st Price \% % 5 1% ©. * SN, Me Fk nc hckotodsecess 35 
2150-57 -60-61 <a Ky PN. ck enncdkenes sat tS ee $3 
2159 oggle wit 7 Seg ae a ere Serer ‘ 
2176-2180-2154 Set Raew ak oa daek as “gassed Gb s oaws.om 15 LOOM & L-SUNDRIES 
2179-2181 Bpesial Bae COMmeNOes. so..cc ccc cseececeses .10 
a os Degree pane Segnater bes Aissrados vere seen +4 ‘= 
412-41 onnector for Ovalfiex to Metal Molding.......... ‘ a 
9050-S ee, area eee ot Lar 10 Size LOOM, NON a eee ene ° “4° 1" 
H GERS Price per Poot................ $.03 $03 $0) $12 $.15 $17 $.23 
SOLDERING LUGS 
One Hole 
FOR CABLE & CONDUIT For Wire Size Wire Price 
Minerallac Size Amps. Hole Each 
Hangers Porcelain Bushings No. 10 Under. 25 %° $ .04 
Mfgs. Conduit Lead Covered Price Mies. *or RC Micastiecusgescbaeeaa ndaves tens 35 - .04 
No. “oe Cable Size Jap Fin. Glv. Fin. No Cable Price ee eee 50 if .05 
‘ =. ta aor $10 1068 ao : SE PER TARE 5 Mey. G TS 70 7 06 
1 , 3% No. 1 to 4/0 08 ll 2 3-0-4-0 12 ER TE TONE Pee EG 90 4 03 
2 i 4/0 to 300 M .10 .12 3 250M-450M 13 Dates nbd htbh eee bbuaicanee baad 125 x 09 
3 1% 500 to 750 M .10 .12 4 500M-700M 15 — Ne eee eee 150 iq .12 
4 1% 800 to 1125M 14 .15 5 750M-1000M .17 RE Eee oes tie olka e thd aie wen oe deal 175 i .18 
5 2 1500 M ee . 6 1125-2500M 24 Se ss ron M ee ee ee ee ee ee | 4 ise 31 
6 2% 3000 M : Foes ensnnent shal oy on) Coe 325 ie 51 
ADJUSTABLE BEAM HANGERS | lege pap hen mmEE 11g! 33 
T & B or Similar 2 9 SSRs ee 450 ig .76 
Price Each an 8 SN reer 550 1 ¥ .96 
Type A Clamp Including Bolts Fits Flange 234 to 734”. ............ $.50 000 M. C. M........ esses ee eee 650 1% 1.17 
Type B & C Clamp Including Bolts Fits Flange 7 to 12” Sake walt hee 75 For 2-Hole Lugs 
Special Bolts Lntced6se panda h ede abe h eet eeahehinssceees -10 Wi P : 
ith Regular Stud Holes Add 50% To Above Prices. 
Supports for above Hangers 
ad 1” 1u%" 1 14” 2” 24 ” ” - 
For One Conduit Steel, ¢ 13 $.16 $.25 §. “83 $40 $.51 $.65 $.82 CONDUIT LOCKNUTS 
“ Two Conduit Ma a .25 4 seed “Sees ‘sa 
“Four Conduit Mall. 31 .36 Size ata os Page FL Pri 
NOTE: For Price of Complete Hanger add Prices of Clamp & Supports Se ~ O  oc d «canned mada cick hase cee Oe heme aesaukkbennis wae ra 
4° ele CE SE RR SSP I REE OR 5%: 01% 
HANGERS & PERFORATED BAR oe STE t Rete eens teen eee eee e teen sete eee eeeeenseeeenenenes 02% 
Grabler Lig? hs Le . 
a i g tItseedens oe seenausedeadantenveesenacansesriene gn sonny "= 
Pas 36 tm 296 Comtt Fer Fae ccc Seis na ccatus dni ceceecsinsicny $.05 au" « EE EF 5 AS CR GLA SIDE 24 
ae a amma ep i gp Ew cerca oR Re RS 5 SS ie Bibatereretaccnton peas arti ceamdebniacerne taf 38 
Meee. 6% Bein emrestan Pie? oe ee 
3 2 patel 
Z Hangere - = bo cehnn ee 68 
0. 1 ” ” 1” 1 ” 
1 Mane Hanae Fes 7. oak hoe es $17 $-17 $.18 $50 LINKS 
7 Ban anger Extn. Bar an eam Clamp ; .20 .21 .24 : 
13 Hinge Hanger, Socket and Beam Clamp .32 .32 .35 .36 For Chain Price 
200 Band Hanger Only .09 .09 .10 11 ee a Splicing Links—Any Make—Each PS ane eh eendaeeeset eine $.05 
a Te I s -t  ee hEs A ER G ELE £5. 15 
No. 1%” 4 24” 3” A —S. - 
1 Hinge Hanger with Extn. Bar & Lag Screw $23 $.25 $.26 §$.31 a ee co Puss Pi-¢ ond Page PL-26. 
7 Band Hesees a Se -_ — ap = .23 .30 .31 
13 Hinge Hanger, Socket an eam Clamp r .44 .45 .46 
200 Band Hanger Only . oe oa MOLDING, NATIONAL 
Lag Screws — Beam Clamps & Beam Plates 
i. Fl d Lag $ ith Bolt-¥4” to 14 $08 2” to3 oe 
1 attened Lag Screw with Bolt—4” to = .06 ” to 3” $.07 
20 Threaded Lag es no Bolt + to ise = 2” to 3” .07 MOLDING 
21 Beam Plate with Bolt ” to 6 2” t0 3° -06 Nos. 022 & 222 Moldin For Two Wires—Per Foot................ 
22 Beam Clamp-Forged—with Bolt 44” to 14” mB LPwe .20 ~ 033 & 044 . Two to Seas Wires—Per Oe: be ea ot 
KNOBS, TUBES & CLEATS, PORCELAIN FITTINGS 
No. Description Price Each No. Description wens Each 
- ene a Back ae $. 4 oe af ee .. - $.32 
. ) ee ‘ uble Strap. - .02 
0 With pine ioe Without | 232 Coupling. ......... .04 355 Ground Clamp... ern 
P eed Nail raat = oe 9 Seeeessoeeee = i Reve Sechet...00. .65 
No. 534 Split I 5 kasevasieapaestbanes | aes $ 238 a0 ) Deg Elbow. <:.: 20 363 ig Plates 2.138 
RIED Gineccsossorcadagucieashesn "WENT * Sota 0234 | 336 — i cree «BS 
Hf _—, Ce ee BR a oe “ Bn... actean « cherie 20 363B 4%" GTS ss ec cecee = 
Pe © candi ewe css kaka waewe ih eee. welbame EE tits : staid 
4 & 446 Knobs Solid. “hiadioeeceaes tae oa” | 38 ee Pee. ->--- ‘eka aa ++ 06 
No 9419 Split 144x1%..  aitckieeeebie a Gael o* akaeen 07 4 ee y oe ogee 3. +» 60 
GUN TRIOS .... «...-:<snecose Daan (= anaber <caaee s ia = pababobanoees 8 bese. ade Pane” + 30 
set Suitd Peles 4 Grapve: esses | Aeuten | eaeean 12 | 301 «= Box Connector::::: 15 386-6" Canopy Bares... “as 
6062 SS Sa cane meorers a n S e 12 303 Adaptor....... ++++ -04 366A-B-C 6° Covers.. seeee 50 
has oie st eh. aus po mag aT Co = ares Blank Cover... ...... .25 
. Coupling... . - ‘orcelain Cover...... .25 
TUBES 317 90 é Connector... .30 378 Goonar .... ee — 
3° & Length 321A &B Rawl Plug......... .04 377 pO FS . 
Diam. under 4’ 5” a ew 373 Feimt CAD. 0.0000008 .02 392 Snap Switch........: .85 
vag Price Each $.01 $.01% $.02 $.03 $.08 $.17 $.24 $.32 $.40 332 Coupling & Supp.. .05 396 Pull Socket........ 1.15 
a” “« “ ‘01% .02 03 .04 .10 .18 .26 .35 .43 | 334 ee SPT eter 45 397 Key “ 24° Base .75 
1%" “ “ “04 05 06 .07 .13 .21 .30 .38 .47 | 335 Riess dhncass cece -24 398 ° FF 7 -50 
See “ “ 06 "08 .09 .11 .11 .25 .34 .43 .52 | 336 90 Deg. Elbow..... .22 399 Keyless Sock. 2” Base. 50 
4" “ « 10.12 «13-115 18 129 (39 149 159 | 337 90 Ext. Elbow. 120 400 Base for Socket... .. “ae 
337B pS for Elbow..... .10 401 Box Connector...... - ae 
i 4 : a i. 7. ° - 4 Sombinat. Fitting. . .30 
ap for In ow. . tility Box........ eo -€ 
CLEATS 339 Drop Cord Box ... .37 412 Connector eae watewne - 
2 & 3 Wire 341 wanes Dihcetess 40 “. ‘sbedeebon CC 
342 urface Box. . ae Ge > Sh de been 24 
Standard No. 334 2& 3 Wire Unglazed Cleats without Screws. Terry 344 Base Coupling. . ere. <10AB Torgle Bolt le awenae .09 
lazed reeeseees O8 | 345 Single Strap...... Se Re a cea .10 
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ELECTRICAL CONTRACTING 


Make yourself 


A 


C-H 3-wire Flush Receptacles are in 
keeping with the latest trend in wir- 
ing. The base is made of heat-proof 
Thermoplax—the clips of heavy phos- 
phor bronze assuring positive con- 
tact and long life.The staked binding 
screws never loosen—and are large 
in size for strength and wiring con- 
venience. C-H 3-wire Flush Recep- 
tacles meet Underwriters’ 
requirements. 


C-H Porcelain Sockets give you these 
outstanding features: Time-saving 
method of fastening caps by single, 
“‘off—center” assembly screw: double 
lugsoncap and large assembly screw 
prevent loosening or twisting and 
hold heavy reflector firmly regardless 
of vibration; long life mechanism and 
unusually good appearance. Inter- 
changeable caps and bodies. Made 
in key, keyless, push-button and pull 
chain types. Approved by the 
Underwriters. Vv 


. ‘er 
*SELL*COMPLETE*CONVENIENCE®? 
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CUTLER 


Wiring Headquarters | 


for your community.. 


Establish a Reputation As An Expert 
Sell Complete Wiring ... Both You and the 
Builder Profit 


—_ have at your com- 
mand a fund of spec- 
ialized experience which 
you can use to establish 
yourself as wiring head- 
quarters in your com- 





C-H Toggle Flush Switches have time- 
ing i llation features, such as 





munity. 


Goto the builder, archi- 
tect, owner, or realtorand 
offer to help in checking 
over his wiring plans, to 
make certain every job is completely 
wired. Your assistance will be wel- 
comed—it will identify you as an ex- 
pert to be consulted in wiring prob- 
lems—will be remembered when the 
next contract is to be awarded. 


For example, insist that plenty of 
lights and outlets be provided, partic- 
ularly in basement and attic. Point out 


large binding screws, right hand 
wiring, shallow construction to fit 
any standard box and “compression- 
Spring”, troublefree contact mechan- 
ism. Black or brown operating levers. 
Single and double pole, three and 
‘our way types. Approved by the 

derwriters. Illustration is Catalog 
7263 three-way. 


the convenience of 3-way 
switches, the doubling 
of outlets by the use 
of Duplex receptacles. 
You will earn the maxi- 
mum profit on every job 
and at the same time make 
the building more livable. 


Protect your customer’s 
good will by using high 
quality wiring devices of 
known value. Cutler-Hammer offers a 
complete line—with a device for every 
wiring need. C-H Devices are con- 
venient to wire—are built for long 
service—have the backing of a thirty 
year old reputation. 


Write for the C-H Catalog. The 
complete C-H Line can be stocked 
from your wholesaler. 


CUTLER-HAMMER, Inc. 


Pioneer Manufacturers of Electrical Apparatus 


1258 St. Paul Avenue 





MILWAUKEE, WISCONSIN 








MODERN WIRING 








“**ee e e RBUILD*?GOOD? WILL*** 2 @ @ 


A 


smooth-plugging contacts m 


finish. Approved by the 
ae 


iters. 


v 





C-H Catalog 7920 Duplex Re- 
ceptacles double the number of 
outlets at slight extra cost. Large 
binding screws and shallow con- 
struction make installation easy. 
Polarized slots, deep finding ring 
and one piece, double grip, 


them easy to use. Black or brown 


NECESSITIES 





a 


a 

C-H Automatic Door Switch is 
especially convenient for lighting 
closets. Light turned on auto- 
matically when door is opened. 
Furnished in two types—with ap- 

oved box for Loom, “BX” or 

on-metallic, sheathed cable— 
or without box, but to fit any 
standard switch box, for rigid 
conduit work. Approved by the 


Underwriters. 


v 


AMMER 
——_—_ 
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ELECTRICAL CONTRACTING 





HE workmanship of 
good contractors is best. One reason is that they PROTECT the quality 
of their work by using A-A; just a matter of good judgment that builds 
or maintains hard won reputations. e You've probably noticed that 
GOOD contractors get the GOOD jobs; then use A-A, because it’s RIGHT. 


Approved and specified by leading architects and engineers. 


A-A WIRE COMPANY 


BRANCH F GENERAL CABLE CORPORATION 


Offices 
BOSTON CHICAGO NEW YORK DETROIT 
SAN FRANCISCO CINCINNATI PHILADELPHIA ST. LOUIS 
WASHINGTON, D.C. ATLANTA BIRMINGHAM CHARLOTTE 
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‘CATROBE” PRODUCTS 





Your Jobber will gladly supply them 





No. 300, Midget Floor Receptacle. For in- 
stallation with sheathed cable, or for open 
or knob and tube wiring where baseboard 
outlets would require more labor to install. 





2” diameter. Adjustable to all thicknesses 
of floor. 
No. 120, Adjustable Watertight Floor Box 


without Receptacle. With or without brass 
nozzle for phone outlet or permanent con- 
nection. Cover sets flush with floor though 
concrete holds box body out of level. 3%” di- 
ameter. 4 threaded conduit holes, 3 plugged. 





No, 252, 


2538, 254, Gang 


Adjustable Water- 
tight Floor Boxes. Same as No. 251 shown 
above, but furnished in 2, 3 or 4 gang 
boxes with partitions between sections to 
separate high and low tension wiring. 





No. 100, Non Adjustable Watertight Floor 
Box. Cover 3%” diameter. Brass stem 
nozzle but no receptacle for phone outlet 
or permanent connections, 





No. 130, Adjustable Watertight Floor Box 
with T-slot receptacle installed at factory. 
Adjustable top sets flush and level with fire- 
proof floor. 3%” cover plate. 


40 SOCKET CLAMP 


No. 625, Conduit Bender. Bends %” or %” 
conduit merely by reversing movable jaw. 
Makes one less tool to carry and keep track 
of. Cannot slip nor kink conduit. Deep 
socket needs no coupling; gives full strength 
of 1” pipe handle. Clamp keeps hand!ec 


from turning out; insures tight fit of under- 
size handle. 





Neo. 110, Non Adjustable Watertight Recep- 
tacle Floor Box. All small parts eliminated. 
Merely connect wires. Has T-slot receptacle, 
bell-nozzle, 3%” cover plate. 





No. 251, Square Adjustable Watertight Floor 
Box. Interchangeable covers. Room for 
several conduits in each side. Has recep- 
tacle and bell nozzle. 





Keystone Fish Wire. Finest highly tem- 
pered steel; very springy and just the right 


stiffness. Put up in heavy cartons, 100, 150; 
200 foot coils to a carton. Made in various 
widths. 





Pullman Mfanufaciuring Co. 





1209-1215 Jefferson St., Latrobe, Pa. 


Send Coupon for Copy of Code and Catalog 





National Electric 
Code and 
Latrobe Catalog 
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Molding _ 





Plugs, Attachment 



























FITTINGS—Continued 
No Description Price Each No. Description Price Each 
420A&B Spring Toggle Bolt ...$ .08 Single Plates Pong 
420C . 7 ios CS Pee .13 
421 Lead Shield.......... .10 Two Gang Plates 452-62-92..... . 25 
425A Folding Strap........ 02 Three 453-63-93 ..... 46 
426 Susp. Strap 2 Line.... .04 
427 > Oe ~ wee ee Single Adaptor....... 60 
428A Folding Strap........ .03 442 Two Gang * 1.00 
430 Fixture Rosette...... .60 500 Bushing. . cae we! ae 
434 Single Strap......... .06 513 : Gang Adaptor. deisel 1.50 
435 Double Strap. . ' > i. 2a 2.00 
436 9 | eee .06 515 5 ° . shonne 2.50 
437 Ns eran sane .20 516 Biles MO bi caces 2.95 
438 Sele. lush Box .80 523 oS Surface an 1.50 
439 “ Surface Box..... .70 524 ¢ = . 2.00 
439S .75 525 Ss -* " *: ee 
440 Two Gang Surface Bor 1.00 526  .* ° ° .. oe 
2155 90 Deg. Connect. .35 
2156 i Ai as .35 
OVALDUCT 
BP dintvncns: casa dnskend cena beeen esd edaweeeense Per Foot $.18 
OVALDUCT FITTINGS 
No. Description Price Each 
401 a Gee SE Or BAS, occ cccccasensdesdsccaces $.15 
2133 Squeeze Type CoupSos gg Se eee re .15 
2134 gree Internal Elb PE Won dn cuts bakadebeabeses eaenaet .35 
2135 45 ” a: 2... geweeeeeuadikeaenuneeeeekéeeenses .27 
2156 90 — | see eer 34 
2159 es ES ons eed 00 de Oh orks O60USR Eb SO sEdeORnS .03 
2161 Ds + 0h cinne be nthnighaceddeehe eh beennkke seins .02 
2181 Connector Ovalduct to eS ID ica bxedanccesndaeeee .10 
2662 Outlet Box 4x %. ; ‘ 21 
2663 Extension Ring for Ae agit Area es: pase Ct .20 
2665 Outlet Box a a Pn Fc c0ce bien ca sonens ones .28 
2862 34x jieendivedemaes .20 
2865 . “342% ‘with Fixture | Rebelo aa anise: .27 
4170-S1 Sectional Switch OES SE eae ee .38 
4172-S1 Ne Ge CN Riccbc0-060-60.00.5605 400 03660Re RO Ee anOS en 4 
MOLDING, WIREMOLD 
MOLDING, 

No. 500 2-Wire, price per ft. pheenevebss bikeoankdowesedeaneasenaananes 3.10 
ee ae ea a c cdeacch hee eR ease eeeabarnend .12 
Master Size, - 7 elec pecad ee bandh deh Hee kinase 25 
FITTINGS 

For No. 500 For No. 700 For 
2 Wire Size 4 Wire Size Master Size 
No. Price No. Price °. Price 
ee 04 5701 $ 04 1001 $ .06 
OS eee 502 04 702 .04 1002 .04 
Supporting See oscccetsecenccs 503 .06 5703 . ze Kons 
Strap. . .504 O04 704 .06 1005 .08 
Connecting Cover.............. 506 O4 706 .04 oaea cope 
Ground Cou ing oe or Clamp. ... .509 12 5709 -12 1009 .20 
90 Degree Fiat Pivateceawéeus 511 .22 865711 .22 1011 .45 
45 aa y ‘eieneanent 512 .22 5712 i pee oes 
te  dbseet teed en ceeeeees 515 36 5715 .36 “eee 
COND Ps 6 6:00060000806400000e .37 eS edie nied éwas 
—_ eee ae 517 .26 5717 .26 1017 .45 
OT SEE ED, wiegae.ee cess ekecs apes 5717A .50 en éees 
ee Cee 518 .22 5718 .22 1018 .40 
ST. + aesecedeneceeusnd 519 .37 =©5719 45 “a wees 
I ven cccbensdadvbe sa ard 5720 .55 . 
Show Case Fitting. . ue ae 5720A 45 ee 
One Piece Rosette. . . S21 .36 ©5721 .36 . 
Two Piece Rosette and Block. . .522 8 §6sees anne 
Fixture Rose.te, 4"........ .523 .70 aac ees 
« S .524 .65 5724 .65 
Receptacle Base. .525 70 5725 .70 
Keyless Rece eacle. .526 .90 5726 .90 
Attachment .527 .90 5727 .95 
NE. + < cepneessetseateaces ..-. 5728-29 .36 
Ceeeeet BittRcsccccccesscetsonas .30 5730 .30 
Blank,Cover..... . 531 14 «©5731 .14 
Outlet Box, 24’.... . 532 .45 5732 45 
. ~  Madiecnséesenheden 533 .45 5733 ae waar hibit 
Closed Extension Box............. igh 5734 .65 whine a 
GS TOR: 6 ncene od unces é0ase ck 5735 .70 1035 1.05 
Blank Cover....... . .536 -16 58736 ° .16 eee eee 
Extension Box, 4% . .537 .65 5737 .65 
Fixture Box, 4%’... . .538 .65 5738 .65 
6 ‘’.. conn ---- ST3IQ&A .85 
Combination Sex, kaon Gane 5745 .70 ° 
Switch or Recep. Box, Single. oa jane 5747 .80 ee 
Gang... «eee 5747-2 1.00 . 
Sl 3 Gang... woes 5747-3 1.15 
Surface Box, NS 64 Receewa ene 5748 .90 ° 
Gang .-+» 5748-2 1.20 . 
e “ 3 Gang ---- 5748-3 1.25 e 
Push Switch Box. veawe 1.00 5749 1.00 
“ Shallow.......550 1.05 5750 1.05 ° 
Adaptor Plate and Cover, Single. .551 .70 5751 .70 on 
Gang.552 1.25 5752 1.25 . 
° 3 as * 3 deere 553 1.35 5753 1.35 ° 
SEC EET OTC eee $.34 5781 &A $.34 ‘ 
Conduit Coupling.. : .582 38 5782 & A 38 
Elbow Box Connector, le * Male.583 38 5783 .38 
Conduit Elbow, 4” Female. | 38 5784 .38 Seiad ewes 
Combination Connector. 585 25 5785 .25 Bie nen 
Offset Connector.... semen ge .... 5786 .40 1086 $.65 
Openwork Coupling. . .. .588 36 4=« 55788 .40 aa er 
Kick Plate... .. cake ee ye 1087 .34 


638 






N-SUNDRIES 








NOTE—Above 
plumbers and steam 
the foot price of conduit plus regular labor charge. 


PIPE NIPPLES 


Galvanized Wrought Iron 
Size of Nipples and Price Each 


Size Size Size Size Size Size Size Size 
%’ Ye & %’ 4’ %° * 1 ” 14’ 2° 
$.06 $.06 $06 $.07 §$.10 $.17  $.20 
.10 .10 .10 hind ode onbe bene 
ee peed cae .12 .15 see bans 
ll ll .10 saciid edits .22 or meee 
.12 .12 .14 .14 .20 .24 .30 .38 
.14 .15 .15 17 .22 .28 .34 .40 
.18 .18 .18 .21 .27 .34 .40 .55 
.20 .20 -21 .23 .30 .37 .45 .60 
.21 .21 -22 .25 .33 .40 .50 .67 
.23 .23 .24 .27 .37 .40 .56 .75 


rices are for ordinary galvanized pipe nipples as used by 
tters. If nipples have to be made up from conduit charge 








Chase Navies. 
Couplings 9 
For Erickson Couplings, see Page PL-S. 


CHASE a = poeta ges 


% 1” 1% 2%" 3° 
each #10 8:10 8-10 8.15 $125 8.50 8.54 8.48 $78 si 20 


*" 3g" 4°71 ° 





CHASE MALE REDUCERS 
CHASE FEMALE ENLARGERS 




















| y to 34° Reducer, each nated $.15 to %” Enlargers, each....$.15 
1 tewe cae de . re 
1% — 1 « + .40 1 - 1" - ~ icles 30 
1% * 1h’ ” ie a 50 
| NAILS 

| Insulated 
Millonite Insulated Nails, per dozen cebdu wk. ude wwanwd dein teeakeldaseawe $.05 
ee eh adeteskhkkntaneembedecdulbad 05 
Staples Insulated, ° © db abba theca awe eerie etaeiews .05 

PLUGS, ATTACHMENT 
ATTACHMENT PLUGS COMPLETE 
Price 
Competition Plug.. . $ .10 
Pony Composition. . 4 Chee Cedar Ress els beedas bbaoenead 15 
Standard “ Mg Hole eh ke a Pe ec = 
Bakelite “ Blick NI dda carci cacao aicicaeaiode .35 
° SG Cais nen baer eh oF Rak CR RKHK ES OEE Se meEElae .40 
e ° Fawn or Grey.. .50 
Double T Slot Parallel Porcelain. . .45 
Composition. Li Wace A rh oe hen a ee wee aerate .55 
Paraline Convertible viekeOsbew ease o0 sbaseseenied .45 
Steel Covered Cap & Standard Base... Si tinal Win sata od heh entation ca .30 
Brass ceneeween .55 
Cord Grip - 4 .40 
Steel Covered Cap & Standard Base.. .45 
Polarized es ee cea iea head chew awne.keeieeren .30 
Heavy Duty Plug with Brass Cap.. eee errs 
= 3 Wire Heavy Duty Plug with Composition ‘Cap. pike nade acaied .90 
One Piece Attachment ,s pancncemene RRR pes STS EE .35 
Benjamin 903. .20 
CAPS ONLY 
For Attachment Plugs 
Parallel Pony Cap Composition ......occececcccvccccccccccecccccccess $.10 
Seandard Cap Compotition,. .. 2.22... cccccccccccccccccccccccs -10 
Metal Covered Composition SOT Pree ee. ery -20 
e ws with Cord Grip iste cebesehiarekswneks .30 
« Met. Cov. Composition.............. -50 
° Knostrain CER boas 04 <0 00 ve 8s nd 50 seen se ceceeseseese .40 
s i ce ie bese khed et oh incense 66 ckeed ant -90 
° Bakelite Black or Brown.. 15 
Polarized Standard SEE RE SRT ere ee eee er ee ey -15 
i eM inches aise eh wie s Odink bene wake aired .40 
Tandem Din int GHAI. 6 van 50 66 cc cc eccncccc cect cecencesescscées -25 
© Steel Covered... .....ceccececcccccccsccccccccvcvvces -50 
e af errr or creer reer y eee -30 
. “ Steel Covered with Cord Grip.. -50 
e ws Bmceteaim Compositiets . oo. c cc cc ccccccccccccscsccs .55 
6 ° ° Brass Covered Composition. . -95 
Reynolite Han-D-Cap No. 470—$.30 No. 480—$. 35. 


Note for other caps see Page PL-17. 





ELECTRICAL CONTRACTING 
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Plugs, Attachment Plates & Plugs 
BODIES ONLY TRUMBULL—CIRCLE T 
For Attachenent rage Residence Panel Boards 
Pony Composition Body only.. $ .10 4 6 8 ’ 
SES. Se Wain Uni sak inch semen tain pabeeunedsens <P} Distens c¢ Plath Miemeion C; Cj a 10 12 
Bakelite e Re ato on ee a Oe ak olan eel 20 | Sins N irct. irct. iret. Ciret. Ciret. 
‘ Red-Green-Orange 25 Fug : are ery _P re ae 
aah sain’ sath Weraeaieteines iis aaiiaia teh ; ing or # 
Heer? Duty Polarized Porcelain..........+.++++++++ Corer ccvcccccoces : Double No. "3404 to 3412 FlushMte wSilmblet s eree 8 tse 
i ae os ee se ee te Te eoee ° Fusing or 2704 to 2712 Surfac: Mte. 9.15 12.45 18.25 23.25 26.60 
Flasher Plugs 5 
iain Pies TING i oe 0. ss Sag v6 008 os cach aw ees nnddecennenses $ .60 TRUMBULL-VANDERPOEI. 
Skeedoodle Flasher Plug 60 Watts—$1.50. 100 Watts................ 2.00 Fuse ears ate" Flush Mounting 
eg of Ep 4 6 8 12 
ack Enamel F nish No. 2B to 12B si. 90 $2.60 $4.70 $8.25 $10.25 
PLUGS, APPLIANCE Aluminum Finish No.2Ato12A 2.45 3.45 5.40 8.70 11.70 
SQUARE D 
Mak Number & ee Price Each Fuse Cabinets 
American Beauty. 803 Plug Complete for Small Irons.. rere 2 4 6 Ss 10 12 
806 RD BONNE. 060:0554:08 20060006 1.35 | Series 37000 to 39000 Circt. Cirect. Ciret. Ciret. Ciret. Circt. 
« “ 807 . . © Toasters & Stoves............- 25 Flush Ser es 37000 Black $1.85 -50 $4.50 $7.90 $9.60 $11.25 
peer 6510 GE ENE 0.0 00 86 BS 00seKc0 .85 Surf 37000 Aluminum 2.35 3.35 5.20 8.30 10.00 11.25 
a See Gripall & Suitzall. NO’ ace Series 39000 t lack 1.85 2.50 4.50 7.90 9.60 11.25 
Ec nekacues 668 Plug Complete with Switch................ m 85 OTE: 2& 4 Circuit Flush Type are a'so avai able with channels for Lath 
4 > igccce 782 ciel oe “ . Shorter than 668. ee 5 oh preston direct to front side of studd.ng. For these cabinets add to 
utler-Hammer.. ug Compiete wi “ See ; eh cee EO OE Ne EAE FES : 
Doyer...-....---13 Ve. cangeeteg, Fine for 34% & 6 Ib. Irons.......... “= == 
Wee e uh ais witc Mae Compeett...... cvcciccvscccesscscccccs : 
a aa. :> = Congreso Contac s'Ws- ae 6% 66 006600 60 - WESTINGHOUSE 
ripa eaver). Fl Super Type Adjustable Contacts. .............-+ é 
a ee ME Conca cecse nace "55 Junior Residence Type 
es . rm ° * Armored Casing........-++.-+++0+++ 55 |G.) 4 2 a _, 6 a 10 12 
. « F6 a ps Bie “ } Nick. Alloy Contacts. 60 See oe ee Circt. Ciret. Ciret. iret  Circt. C ret. 
. Gl ipall Switc ~ fa eres : e 
« ° G21 "P sen = with Switch.......... 45 prety eer g Rata vena $1.70 $2.50 $4.50 $6.65 $7.90 $10.00 
° C n use ach 
Hoepotag. 2.02 J@DOPL Inga Bleg Sens T2IILIIIIIIIIIIIID “ag | No. K-42a08 a 63800 SE BOB, a ee SE 
shaaend ad CD69 See ——_— reer .60 dy — Panels for 
Pe 2, a nipinginians =< «i SR speppe errr 1.00 Ogg € Switches 
Hubbell.......... 7020 Appliance Switch Plug............2+eeeeeeeees .90 | No. K-64034-42 & 64074-8S1_ ..... 6.65 10.00 13.30 16.60 20.00 
Kool. Puil (Colts). Appliance Plug, NO Switch. ....seeeeeceeeceeeeees ee .75 
WOE IN os.aid-s ckencndeccehuees oo Se 
NN CCC OBB Heater Plug. ....... 52... sccccvesscccsovcsscees .35 DIAMOND PANELETTES 
Plugall..........9 Appliance lug with cocin Pran it sennansavecess . Surface Type Flush Type 
PE, os wtncenes 5—One 4 All Appliance Plug, no Switch............. .35 | No. Circuits Size Price No. Circuits Size Price 
Dy eek Reeeeeae 55 Standard Iron Plug, no Switch...........+++++++- .25 | B+ 4 7x7 x3 $2.15 F-4 8x104%x344 $ 3.30 
ms ele wlaetdare ro preneses 3 SR cumecnzacsgnis = 7 : Sstg7szais eo F3, : a ss: . 
igs49 0060e% ron Plug with Switch.........cccccccccccccccce ‘ 9 x x3} .25 
¢ | ees 1550 Appliance Switch or Pendant...............++- .90 | S-8 8 8x13%4 x31 6.85 F-1 10 8x1544x314 9.75 
Reynolite cinta eles oso Reynolite Connector Plug, no <= speniseeseees = is = nis =a5i2 7 a F-1 12 10x18 x34 11.15 
eeccceoes with Switch.......... ° I x x sees C00bseseens denees 
Pa n4akKeewns Pe 87 Quality Iron Plug, no Switck eh Ab ae ae hee ee ee .25 
leg pene To" 5a ek foes gapererencerensnnes 0 | we. of Cech Toggle winch Type. 
a . P-29 “ Bronze Contacts............ .30 Cat. "N aoe Pewee seers re4 res me 10 12 
ae? ‘P-15 Iron Plug with Switch............seeeeeceeees .60 - + happpsangandateaiataan tetas 8 FS-10 FS-12 
©. hire ween 800 Armored Biug with Toggle Switch............+- .90 Price. ..+++-++e+eseeees $6.60 $9.90 $14.85 $17.30 $19.80 
Security pe = Security Appliance Plug, no Switch............- .40 
pons 7 . Heater Plug Conta Plug, eee 1 4 
uitza eaver)..F2 eater Plug Contact Clipe. .... cc ccccccccsccece ? nm 
= as F22 “~ Regular Binding Screws... .25 P SUNDRIES 
Seabeam.....+.:. SE NE arava ena kn en cden ed en edeass 1.50 
Sg eke waiede.e’ Ft ye ee Plus. wy ~ =~ ee . _ 
ES tillo Appliance Plug, no Switch........-....+.- ‘ 
Westinghouse. . . ‘ oy Plug omplete, no qe SE ere me RUNNING THREAD, PIPE 
colin 56 WER DWE. ccc cccccccecece : ° ye ° ls" 
White Cross...... White Cross Heater Plug, Sree .50 ie ee i en. di cee bee anak oenaae ¢4; $. ‘50 g4s « _* 
- gk or GE DE os cece cs cedcas .90 
SOLDERING PASTE 
PANEL BOARDS OR FUSE CABINETS (Also on Page PL-25.) 
Half One 
Make y bee 2 oe. +>. iy Pound 
ans ubes ans ans Cans 
BULLDOG FUSENTERS pen, nt beeen eeee ooue eRe = a4 $.40 = $.90 $1.50 
2 4 6 8 12 BIMISY...cccccccccccecececs . See R .40 70 
No. Descript on Circt. Circt. Circt. iret. Ciret. qregeuat L cme aitcetalaie - eat as sha abe -35 -55 1 00 
CBS Surface Blesk Finish with we Highiand eee eesesesecccces "30 cocceece eoscce ‘= : rH 
PR al oe $1. $ 2.35 $3.95 $7.10 $10.40 | Highland...............-. a> — aseeeks : 5 
BOS “ Binck F alsh withe I. . o2s chee oe ene's <4 BE badge ban esti . 80 1.50 
ar = Sh a , 1.70 Se: sé¥ace sadeen (éneeen 
‘lus .uminize in:sh 2.50 3.75 5.40 8.80 11.80 
BBF Black F nish Se Bet Sere PAINT & VARNISH 
SF - um. Finish w:th 
Toggle Sw.tches —..... 6.65 10.00 13.30 20.00 Insulating 
BSS - Lum. Fin‘sh with Per Per Per Half Per 
a one 30 A. Saftofuse ..... 20.60 22.00 32.00 35.25 |, Make cu om ry Gellon 
5S _ sum. Finish with NN in dca tain aren Soap bEES tire’ , : f g 
: one 60 A. Saftofuse ..... 21.60 22.50 32.35 35.65 | Ajax Varnish No. 25............+.+- .40 75 1.35 2.20 
BKF ‘ Lum. Finish Com- Enamelac 600 60.6600 0000 CO S808 COCO SO .40 .75 1.35 2.20 
bned Fusenter & _— ee ee ere = = 1. 2.00 
. 3 ~ 3a ee 10.00 15.00 20. ustorac.......... ao ceceseeeseescens : : . 20 
Combinations—For Resale Prices on all other Fusenter Coahinations deduct es Quick Drying.........+.++++ -40 -75 1.35 2.20 
17% from Bulldog Co.’s List Prices. 5 re EE PIRI sc vic tin ccacs .40 .75 1.35 2.20 
. P. & B. No. a speenig *s 7s .55 1.00 1.75 3.00 
othea ompoun er oun Lehane hides hn eke be te Obie ee ne eeae we $.55 
ANS 1E cone — A tl For Pipe Straps, see per PL-25. For Solder, Sticks, etc., Page PL-25. . 
teel Equipment Co., Aurora, III. 
Style & N Descripti cis Ci - C : Cc ; ~ 
le & No. escription irct. a “irct. “iret. irct. 
C-702-4-6 Surface Small Type $1.75 $ 2.45 $ 3.75 : oan? ‘ _ PLATES & PLUGS, RECEPTACLE 
C-902446 — Fiush Small Type << i Be. Bbbeeee ret: 
Series D ‘ periase Type Sgl. Fuse ot ee — 
3004 to 3074 Not for Branch Switch ..... 3.20 5.10 7.5 
sate «,, s00e Ten Tyre oe Sa PLATES 
t 4 or Branch Switch. ..... 75 5 
a = ex Surface Type Dol Fuse 3.75 = 5.60 = 9.00 = 12.10 For Flush Receptacles 
4002 to otfor Branch Switch. 3.20 5.10 10.10 23.00 § i 
F ush Type Dble. Fuse aus Brass Spra a ‘B.Bran S me TRS 
4022 to 4032 Not for Branch Switch. 3.75 9.00 12.10 27.00 45.00 Stand. Recep. Plate Single or Duplex "13 5 320 '$ 30. 
Series DS Flush or Surface-Sgle. _ “ Lift. Cover Pl. Single or Duplex................... .40 .45 
a SD Cees eee Se 6.90 9.25 13.80 21.00 | * LiftCov.2GangSingleorDuplex................... 65 ‘75 
3500 & 4500 F _ a Dhanmcaring Cheer Fete WUNGNGs . 5 oiak 5.6 6c ces cscs cuevscavtess cess .70 
use Trims for Tog. Sw. 6.90 9.25 21.00 34.50 70.00 | - - Oi bs oo 46s 50sec ab bsneenseeinceewaes 1.10 


June, 1929 
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Plates & Plugs 





Receptacles, Surface 





SUNDRY PLATES 
For Receptacles 





Brase Combination Plate-1 Swit: h-1 Recep. or Duplex .040 Brass ecebe $ .60 
SPER TPR eee 
Bakelite or Composition Plate Single or Duplex Each.............0-.. .20 
ang Combination Plate Each.............. .40 
Guth Porcelain Plate for Single or Duplex Receptacle. ...........+050- .30 
Mirror Glass Single Plate $2.00— Duplex $3.00—3 Gang. ............. 4.00 
Bryant Wood Inlaid One Gang For Single or Duplex es beaceeee 2.25 
= De Luxe All Metal - Sy | eneaenee .85 
Hubbell Bakelite Screwless Plate “ + ss = wien .50 
Brass Single Plate for 10 & 20 Amp. Recep. $5548 . iia .30 
30 Amp. Receptacle 7072 & 7114. Cae 

CAPS OR PLUGS 

For Receptacles 

Standard Types Price 
Pony Parallel Blades Composition bah gee bth talene debe sé eeewheceneeesees $ .10 
Standard “* : .10 
Standard Bakelite Parallel Blades Composition. . .20 
Tandem .25 





SPECIAL PLUGS & CAPS, “BRASS Go COVERED—CORD GRIP 


Disappearing Door Pe COR, £06540 ce chen nese datandn seseeece .65 
SE CNN. 9.0: 005606 0066s ausnnencceeensennee ‘ 
Parallel Blades Brass Covered. - j 
or Grip Composition. - esos . 
rt “Steel Covered.......... ‘ 
< 2 Knostrain NS 5... ob ieee bebe FW Se aatne Sy Ce Eee 5 
“ i. << 6000s 44 ode Neen easseged .90 
Polarized Blades Standard Ss + 6 ccaneddvdevesetashennaekee .15 
Brass Covered 6400006 bose eben ewenaubeseds .40 
pe a: = S “S  (eeeeeet eebeededenseeuonesas .50 
. 20 Amp. - C...-- pappeken seen duedennedeocenes .90 
* 20 * SIN. o0.060.00400666 6065000enssawids .50 
*“ 10 * 3 Wire 7 1. Weageuedewskdeek euedberenenenee .40 
- —_— = Ye Brass Covered 06 46-000000n0s0SN Oh A006 SEES .55 
a) ee On ae ale ace ial aan ee wate aren ie 1.00 
-"-— BFF NN ENGD sds 64605800 bd bhudO6oSb se eeCEeS 1.75 
Tandem NG Oe GIs 6 0 0500.06 200k 6060666 6650556004060.00 .25 
™ Pere rere TT eee .40 
9 I 66 nn 6608 66 4b00-660-56400800%5 .50 
. be Knostrain Composition....... er .55 
we = = Brass Covered. .95 





RECEPTACLES, FLUSH 


STANDARD RECEPTACLES OR CONVENIENCE OUTLETS 
Plates Extra 

















Without Plates Price 
Shallow Comp. Side Wired EE re ee ere ey nt eee $.25 
tits 6060 686680 6Rs One EN eR eR OeeeeN .35 
. Porc. * — 0 ee Teer ers ree .25 
- . Nn 6b 666%. 00.04 be 60646 86b.bEbe Shee kee .35 
Deep Comp. Top “* NG «iid on make tebe, os OO0ae-b00e dbeeeEees .45 
- ” ” re pre rrry er ee .65 
= Porc. e a CC ere ee ene .45 
e - © Duplex. EE en are Ne Pepe ey .65 
SUNDRY RECEPTACLES 
Plates Extra Except Where Marked ‘*X”’ ~. 
rice 
For Lift Cover Plate Baste fusidshaadsesbet canal eneteeseenebeneten -55 
plex .80 
xWith Rd. Met. Cvr. Pop 3% Box ‘Single. .30 
x a = _ _ — a* D 45 
: a“ — oe 7 = 4 _ 235 
- = oe oe 4 we .50 
xWith Rd. Brass Plate NEE GUS oo 60606000. 408666 en hehe eKioeeeens 1.25 
x Dn. ™ <cctsuntevdgatsencsensasneaneeens 1.35 
ees Oe TNE TORI, BONN. onc cc cccccccececcscesetecescecesece .25 
Disappearing Door Recp. Ss 46. 00.0660040066 0050606640000 CHURERES .75 
es. sean naenterdanneseeocueuaseeenne 1.10 
Screwless Plate Recep. Fost Moin ass eRer dns seened etedeuiwe paaeees = 
10 Amp. Polariz. For 2 Wire Mien cosncactcvansexsuseceanimes ies 65 
ingeeeseeseevseekewnetaseaeecnnee 1.30 
30 s ps 3 - © aneuh@ seed ie besecbabhaneeueeeenee 2.90 
ee _ a Tae Ty oy UAieebe vee mndee atin etae Galena 1.45 
— * Vs > a bs 1.60 
3 = °¢ . i Tes TT ic sdinie seat del nina tens ; 4.75 
RECEPTACLE COMBINATIONS 
With Plates 
Bryant Numbers or Equal 
Price 


2957-2979 One Flush Recep. One Tumb. Switch Tempus or Brass sy $1.75 














2967-2989 One Comp. Recep. One Tumb. Switch Tempus or Brass Plate. 1.90 
117 = Porc. Flush Recep. One Ind. Switch-.060 Brass cee. 2.00 
121 . ' One Pilot light .060 Brass Plate. 2.00 
514 " Disap. Door Rec. One — Eye Rss; 5.00 
518 . h Switch-Bulls Eye Solid we. 7.50 
467 “ Flush Recep. One Flush ‘Seiten Bulls Eye Solid Plate... 6.00 
763 Duplex Flush Recep. Bulls Eye Solid Plate. ............... 3.75 
558 “ Push Switch Bulls Eye Solid Plate........... 6.30 
427 Bulls Eye Receptacle & Lamp no plate ra 
Hubbell Switch Tap Combination #7163 & 7164 without Plate......... 2.15 
RECEPTACLES, PORCELAIN 

PULL TYPE OR LAMPHOLDERS 

Keyless & Pull Chain for Lighting 
Univ. bbe ‘ 

No. ‘ Typ i 
994 2288 hessieted ‘Chain and deegedh cveccessene essckoesece GEE 
995 2292 ke SO WEITTEITTITT TTT TTT .55 
996 2289 CO GET 66.60.0000. p68 Up 0s 00 cn ceeeneenessecees .55 
997 2292 8 Inches of Insulated Chain... .......ccecccccees .60 
998 2287 eee Cee OO CEs v.ca cs ce ke c0'ns000eseeees es .60 
999 need Pe Ge GES 6 0.0 kc ba we 646060 00603.000806660008 .80 








Symbol: 


ALABAX RECEPTACLES AND FIXTURES 





P & S, Hubbell, Arrow, G. E., Bryant, Weber 


Column No. 
Column No. 
Column No. 


Column No. 


1—Number of Alabax Fixture. 

2—Resale Price Standard White Glaze Finish. 
3—Resale Price All Over Color B-D-E-F-G-H-J-K-L-M. 
4—Resale Price Stripe Decoration No. 1A-2A-4A. 




















[sone _ ~*y — ee || ay a a dome 
No. lo. o. o. i} _ No ° No. No. 4 
Number’ White Color Stripe || Number White Color Stripe 
AL 844 $3.30 | ae || AL 985 $1.20 $1.50 $1.65 
845 3.60 . Seer 989 1.85 2.15 2.30 
846 3.85 4.30 $4.80 990 1.90 2.20 2.40 
847 4.15 4.60 5.05 1200 2.20 2.45 2.65 
848 1.85 2.15 2.30 1201 2.50 2.75 2.95 
4 .-= . gt a He 2.45 2.65 
’ % .75 . 4 2.75 .95 
851 1.40 1.65 1.85 1273 .45 “60 3-70 
852 3.30 3.75 4.20 1274 . 80 .90 1.00 
853 3.60 4.05 4.55 1275 . 85 1.00 1.10 
859 1.85 2.15 2.30 1276 15 . 30 .40 
863 1.85 2.15 2.30 1300 2.80 3.10 3.25 
864 2.75 3.20 3.65 1301 2.80 3.10 3.25 
865 3.05 3.50 3.95 1349 2.60 2.90 3.10 
866 2.75 3.20 3.65 1350 2.60 2.90 3.10 
867 3.05 3.50 seeee 1351 1.70 1.95 2.15 
869 2.50 2.75 2.95 1369 2.75 3.05 3.25 
870 2.50 2.75 2.95 1370 2.75 3.05 3.25 
871 1.55 1.80 2.00 1371 1.85 2.15 2.30 
872 3.30 3.80 4.20 1449 2.70 2.95 3.15 
3 3.60 4.05 4.50 1450 2.70 2.95 3.15 
75 2.30 2.60 2.75 1451 1.75 2.05 2.25 
898 95 1.20 1.40 1469 2.85 3.16 3.30 
919 1.65 1.90 2.10 1470 2.85 3.10 3.30 
920 1.65 1.90 2.10 1471 1.95 2.20 2.40 
921 -70 .95 1.15 1475 2.85 3.10 3.30 
922 1.65 1.90 2.10 1476 2.85 3.10 3.30 
923 2.30 2.60 2.75 2371 1.90 2.15 2.35 
924 2.00 2.25 2.45 2469 3.20 3.65 4.10 
929 1.95 2.20 2.40 2471 2.75 3.20 3.65 
930 1.95 2.20 2.40 2669 4.40 4.85 5.30 
949 2.00 2.30 2.45 |! 2671 4.00 4.40 4.85 
950 2.00 2.30 2.45 2346 «3.85 4.30 4.75 
951 1.05 1.35 1.55 2847 4.15 4.65 4.05 
952 1.95 2.20 2.40 2852 3.30 3.75 4.20 
S i i is] mis te ee 
; ; 4 2.75 . .65 
969 2.15 2.45 2.60 2865 3.05 3.50 3.95 
970 2.15 2.45 2.60 |} 2872 3.30 3.75 4.20 
971 1.25 1.50 a. 2873 3.60 4.05 4.50 
1 40088 on36 1.900 33033 
‘ , : .85 ¢ a . & 2.35 
¢ .65 : s Q 2.3 45 .65 
984 1.25 1.5 55 ee FEE a ar eee 
The above Prices do not include Glassware or Lamps. 
RECEPTACLES, SURFACE 
SURFACE RECEPTACLES—STANDARD 
Edison Base 
Universal 
Description All Keyless Number Price 
Pony Cpe Rece ae aie Screws. No Ss. H. Groove. “ wf $.15 
Roun enter os 9171 .20 
Standard Cleat ” Side = 7s. 8 5! nance 9402 .30 
os 4 = — — 
Q@ime © 8 © 2 “Bae oe a 
Concealed pe Round Base “2 8 oy 4001 .55 
With Removable Ring. . 50744 .55 
Oblong Receptacle for Wood Molding ony S. H. Groove. 4026 65 
Miniature or Candelabra a Sot Type. ; : . 9445-6 = 
Fr See eee .25 
Mogul P & S. 520, pa. 5012, GE 1194, Hubbell 3464, Weber 1422 85 
T-SLOT SURFACE RECEPTACLES 
Price 
10 A. Small T Slot Concealed Pe Cn tueencecdeesewces $.50 
10 A. Small T Slot Cleat i, 2 sone svacdreecseeeee .50 
10 A. Small For Wood Moldinz saab asebsason cae .50 
10 A. Polarized Cleat an < Gueehetacwatadnta was . 65 
10 A. Polarized Concealed iy 2 “wi feun a Wasco orneuteee .65 
10 A. Polarized Wood Molding aS duvemcsan kee eiqetus .70 
10 A. Fielding Receptacle <2 dat eeeda Cac eae .55 
10 A. Polarized Concealed OY Oo MGteehaweawe état diac .85 
20 A. Polarized Cleat 7 errr ee .75 
20 A. Polarized Concealed eae ee .75 
20 A. Polarized Wood Molding Ra Se a eee .85 
20 A. Polarized Concealed reer 2.00 
BOX RECEPTACLES 
T Slot Type = 
rice 
a TR sis ns ale, cis rah dase Golbosacrn Sab pmnedetn earache aia $.50 
10 Amp le ESE OE NE ER C8 Ay pe EN A] 
10 Amp = => RE a SEAS a .55 
20 Amp. sad PN hs panadndvcenes ckeseetebeansacaues .75 
10 Amp. 3 Porcelain bad ot @atad eee end aeeeek eek haaawee .45 
10 Amp. 3 Ee rr er a rn ere patty ee .55 
10 Amp. 4 fs CE cai dekkcceSscnecebeneeeneaechawaion .60 
10 Amp. 4 = PL. Wvknecinedintb cateweaessaseebeaee -70 
Edison Base Type " 
rice 
With Metal Cover for 3% Box eed ctheeentslee hop lbennkeoeemaleneden 3 = 
“ SD BS © Caetetetile sc cccccceccciccedssas 30 
we S = “4 “1 = sasbecancesan tetas .35 
All Porcelain for 3x" Box 25 Whe RARE cobb cgeneteenuedipere .40 
5 iter aa ee es ad ala eae eea ae Oa .50 
Brass Covered Keyless ET WE 606 ccdcpsoudsneentastes die 1.00 
Brass Covered Pull Chain for 3% x 4” Box. .....cccccccccccccccccs 2.00 





ELECTRICAL CONTRACTIN 














Sign Receptacles 


PL-19 
Sockets, Heavy Duty 





SIGN RECEPTACLES 
Edison Base 





























Price 
Shallow Porcelain Screw Terminals. .......s.ccccvcs Abeusebeedoses $.30 
CR ci ainsi ddehs ch abeadseeeeeereeas .35 
* e ee ES SR Ere ee pee .40 
= z3. with Shade Holder Groove...........cccccccccecs .40 
- - One Piece Screw Terminal .20 
Deep Porcelain with Screw — SAE domi Ral eis aie mak ee .30 
EE SNE 5 CR. v4 bale 604.0 bac dapeuenneseaiaws .45 
» bg with 6” font Wires fn Reba een BA hee a eeaeeaaea es .40 
Intermediate Base 
Price 
a ee I iii 5's ce BER oudnnnnedn 00s i edneewearee $.25 
- ye = Rs icin kts aenceedesbosedeenesns 25 
* Rr Pe iia oki 6 65 4 60 06500606 rsansOursane -25 
STANDARD ROSETTES 
Porcelain 
Price 
Cleat—1 Piece Junior Fuseless Rosette DL Aeee a eeda token Se bebhebageune de oe se 
s - “  Fusible ny eRe er eee Sra .35 
Concealed—2 Piece Concealed Fuseless Rosette tebe hit onen ay end se beee .20 
Oe eee be ne bvionsebeeewe tee .35 
“ s * For Wood Moulding—Fuseless Da toch Sea hiaee dekh eae sh .20 
= ie Sain Catenakks dsaaenees .35 
Box be aati Piece Rosette for sx" Box—Fuseless Vin Ue pedbundatecynae’ . 
oe ums Covered for * im Pe nr rr ee APN ME) Bags ee ey ep 1.20 
For Special Condulet Rosettes—See Pages PL-10, 11 and 12. 
GROUND RODS 
Galvanized, not Copperweld 
Not Wired Wired 
Size rice Price 
4x5 Feet Each $ .35 ine 
%x6 “ - .40 
ox5 * .55 $ ‘70 
4x6“ ps .60 .75 
Max7 * “ .70 mPa 
S%x6 0“ .85 1.00 
S%x7 “* ~ 1.00 sine 
%x8 * <9 1.15 wae 
mm * ™ 2.70 3.20 
RAWLPLUGS 
Standard Types 
Price Each 
Number of Rawiplug Drill Hole For Screw No. Any Length 
be cindne bean es benndeseiedéenn on %4 - 7 $.02 
RR ee eee ee ar % 9 .03 
SRR ST Eee Se % 10-11 .04 
SS as 6s iar seeah eta siok aid isp lecahcw ts tac \% 12 05 
Mi > Fe darbesSeesens ev arckewes neue PA 14 06 
es iad ea aerate ia ioe an wae ee UY 16-18 08 
re re ner re er eee a % 20-22 12 
Rewteiegs for Lag Screws 
Price Each 
Size of Size Size of Length 
Lag Screw Drill Hole Rawliplug 14° 2° 2%° 3° 38% 
3%” Ye” 66” $.13 $.15 $.18 $.20 .... 
14” P \’ .14 - || (CO : 
yy’ 5%” 54° pa a: ae ae ee 
5%’ 4" 4 dahea., | Same 27 .30 $.30 
NOTE: For Expansion Shields—See Page PL-10. 
STANDARD SOCKETS 
Complete Sockets 
wit Caps ony Body 
—— \% % é Pendnt &% 4% Only 
Cap Cap Cap Cap Cap Ca sh 35 
Brass Shell Standard Key...$.30 $. 30 $.40 $.50 $.10 $.1 $. = 
> Bepees.. 2p we 4 GD css ‘ses 
e e © Pell. 40 40 50 .60 ee 3s 
- i“ ‘2 Push.... .30 30 40 .5O ons ces, aa 
Electrolier Same as Above. . siaide td aleneat. © Savon ian.” etig 
Lock Type (Brass) Key. 1.00 1.00 1.10 1.20 10 .10 20 30 95 
e - Keyless. ‘= - 6 6S CO€B eee oon Le 
e o Pe. «3.2 Se. Bie Bee aes vse 1.05 
° e a, See” ws Be Bt eae ee ee 
Porcelain Key........0.0- 55 65 .70 90° .15 30 35 60 .40 
‘a IN. = ins sca: Lass ne che, wee lahore 6 5a 
re 3} re 1.00 1.15 1.20 1.40 90 
as ,. ae 75 80 .95 1.10 .60 
Levolier Pull Socket. .. 40 40 50 60. Ae 
BASES FOR SOCKETS 
For Brass Shell Sockets 
Price 
i 0's, 5s a.nd veld ad we one Clb ndee oo ban bdcbeuchaesaeas S.. 
- Ts os cane adsie kanes eee te SUGRaRSASEDE benbeSes é 
el Tie ee TNS COI 6. oan ais ols is od os Ss cb cc Beewnesceeuscees .70 
. 9 -  ” < isckweaeu ens y deke 4a2 Same eee 1.00 
es Ne ED Nn 0. nn. 000d daeede he oa veecdutaccbales eae .40 
EINES & ss 554 os 5. cds bbs teaee bebe tebe bx ened apes kane dé .35 
dake Fase cake Os.00 8) hoes dank dean Sabb eneewnt ea eeew aaron .40 


June, 1929 






For All Porcelain Sockets 











Price 
All Porcelain CO as 5. Than wi kta Grdeinn Aaa dase cotati $.25 
I in ans on wal ss ava bn On nike shee eea ans Sal .30 
S “ OP WU MEDS 6-6. 6 ac nc tcntuscésuces es .30 
“ 2 $34 Box Base Siew Aisve Wa 5-a.5/s be he addon Saunas < 
BAYONET SOCKETS 
Sometimes Called Wall Sockets or Receptacles 
Keyless Brass Shell with Small Conc. or Slotted Base........ 50717 & 18 $.40 
Covered a 60019 .65 
= is ° DN ne tes cays tahauee 60020 .90 
Key ” < “ Small Concealed Base eT 9184 .65 
¥ - 1 = i ne \ 7° Ve'es-00 cube uae 60018 .65 
a ss “ with Removable Ring.................. 50747 .65 
WEATHERPROOF SOCKETS 
Standard Weatherproof Pigtail molded or Porcelain................0e005 $.25 








CANDLE SOCKETS 


Any Make 


Keyless Candle Socket with Tube & Solid Open or Rom gruy ee $.25 
Tumbler RS Candle Socket with Tube & ORs Open or Adjust. nee .50 
Pull Chain Candle Socket with Tube & Solid i or Adjust. Hickey. . .65 





CANDELABRA OR MINIATURE SOCKETS 


Keyless Porcelain with NS. x s,¢ 55-6340 66 Gud Gab <n Hee eaedede z 
DS | cu seacedheea Gene vaceiebeenenaned 
Brass Shell ¥ § Cap kW Kk bb ewa bk ebas Sop dt tense orb eee Gama 
Pull . : 3 








DIM-A-LITE & LO-LITE SOCKETS 
Dim-a -lite Ss. 08 





3— 1.25 

- a 1.25 

= 91— 1.50 

Lo-Lite 1.00 

SOCKET ACCESSORIES 
Adaptors for Sockets—See Pages PL-4 and 18. 

Acorn Hubbell 5919-6982-7004—or Similar—Each. 5-8 
Acorn Luminous Hubbell 7015 Bryant 750 GE 860—or r Similar—Each . .30 
Bushings Hard Rubber 4%” Each .0lc—%%” Each ove aa 
Cee ie: ee SY a, Ginn ce aeccc cca cuep anus sab ouaen .10 
Cord for Devices—Light Type—Per Foot........ 2... cee cece cece ce eeee .02 
Cord for Devices—Heavy Type—Per Foot.. jk shield -& i us Sapna cee a 
Handles for Sockete—Uevent 1900-1808 Biesilar...... .««..0cssoecee .25 
Splicing Links Non-Insulating for Chain—Each. ee ee es 
Splicing Links Insulated for Chain—Each...............cccccceccccccce oAS 





SOCKETS, HEAVY DUTY 








MOGUL SOCKETS 
Arrow, Bryant, G. E., Hubbell, H. & H., P. & S., Weber 


Without With % or &% With % or & 
Yoke - A aed Iron Yoke Alum. Cap 
Porcelain a Piece Socket re eee $.6 $.80 $ .95 
Two $0 .95 1.10 
“ One “ with Lead Wires.. .80 .95 1.10 
Brass Shell Mogul Socket ¥% or 4 Brase Cap 64:63 0 Swe eeene 
& 3% Shadeholder. TR ERE ARS > 3.35 
e vs ” with Porc. Base for 34 & 4” , b ss ciascncee Be 
Ls re & Shadeholder Boxes. 3.35 





HEAVY DUTY WEATHERPROOF SOCKETS 





Copper or Aluminum 
Price 
2 Piece Keyless % - MN 6 tent dae ORAS eS Anes Wesel ee eee $ .75 
. = with ore. ivedik oe bane KE on G0hGa a een een .75 
7. * © BR Be Bi 5 ks 3% 0% 00 wneud oss0c06apebasede bo .65 
oo8 * with Cord ¢ i cceunkss Denese Code ned eeneeskobnes -65 
3 © Pol De ME ass on uk cher 4s eine bho dn 66 ohOk Make eee 1.45 
— os ee Ne Is 5 ws Kd 0505 bs 00040045 c0 50 se oReedeeeen 1.45 
Shadeholders for above sockets. 
2% Aluminum or Copper Extra. OR ee ee ee ee 
ee ee ee ee eee, es acon 94.ceska he eteeeaae ane 
4 « e « > gtk Save atnse ded eb Wins no. eek .65 
HEAVY DUTY & REFLECTOR SOCKETS 
Benjamin 
Price nos 
Benox Keyless Socket with Clamp Ring Oe 6 MEO, oo 05 cen snared $1. 
without “ Ue WO GERD. os + 0+ e00eees.oeee 
.- Pe ” 4706 to 4709. 
Benco Keyless Socket Copper or Alum. #4200-1-4-5 & 4335 & 7. 
“ Brass #$4202-4203-4336...............2000. - 
* Pull “ 4207-8 4225-26 4236-37 S66 06teee ceeeeees abate 
* Mogul “ Copper Shell #4210-4297 . . PT ee Ee a 
Benco Threaded Holders Only 2K" 
Polish. Alum. Weathpri—#4215 reer ee 3. 
Copper wl kk ee ee F 
Brushed Brass —5t7-79 2) re ee .35 












PL-20 
Sockets, Heavy Duty 





Switches, Pull Cord 











HEAVY DUTY & REFLECTOR SOCKETS—Continued 




























Reflector Sockets Porcelain %—% or % 
partes with X Type Fitting 4605-9-51-50 ns ig henciense eink ahen $1.20 
Self Lock Socket with X Fitting 4528-29-32-33 . RPE Ra a, 
Shock Absorbing Socket with X Fitting 4616-77 -FO-BO-B1. .. 5.000000. 1.60 
Self Locking with Fitting 4548-9-50-52 & 53. eS 
SWITCHES, FLUSH TUMBLER 
Plates & Boxes Extra Price 
S ware Handle Porcelain Cu Sgl. —e cca attain either aein oii wkd eae $ .35 
. iL tag Aap eteBiiagetee sits 
ye . . ’ 3 Poiat.. Serr ree 
S$ ° S Yt aan ob ne ese dee ee See eee 3.15 
” bs Composition Cup—Sel. Puisaesk on newetines odeuessenees .85 
e © - ht sect ne bbekeseadeeeskneweet 1.35 
- . . 5 eee Se 1.00 
e ° * . i Re See ee ke 3.45 
ee Te FS COO, in dis 0 6: 0.5:6-644 Fe 506000860 ricenseeus .35 
’ 4 cicaed ceneedes dC NARSO CRSA DED 1.00 
. - ° “ RE OS eee rar .50 
ve se . EE PE OT I he 3.15 
- Cea Gs 6 b.4 5 x6 deo eaceccadsisnsdwe sede 1.10 
. ot Rael Se ee 1.50 
. ° ps . SE SE ee eee Aa 1.40 
° . “¢ * PE ORI S 3.45 
New 2 Circuit Type Dugle-Twin-Duplex, Multoggle, etc. 2 . paseonies! ee 
ys = Trigle-Triplet-Triplex reed Bane ne esneewesin 1.50 
” “ Single & 3-Way Type. ; joe cenkonsess an! Ie 
Lock Type Porcelain Cyt eo ee 64-w0 ede edbetendseebaaweceaeecanh 1.30 
™ a mY aids aca aureh ee Gb Re keeeeeet Oe aween ee 1.85 
_ = - 63 3 Point. . 1.55 
a * * - , 3 85 
EXTRAS—For Luminous Tip add for Each Handle. ..$.40 
For Glo Guide Handle Switches add for Each. ..1.00 
TUMBLER SWITCH COMBINATIONS 
With Plates Price 
Sryant = 2979 One Tumb. Sw. — One Flush Recep. Brass or Samp. P..$2.00 
2959 “ Pilot Light .060 Plate. ae 
H & H 8887 . ys _ “ Bulls Eye .060 Sates « 
- 8809 pe 6 - S Recept. Bulls Eye Solid . seletivat tat 5.45 
e 8805 ° ° as Oe ee oe ee 5.75 
H&H 8974 One tumb. sw. and one Con, Qutlet. ......cccccccseces 2.00 
Hubbell 7163 & 7164 Switch Tap Combination No Plate................ 2.15 
PLATES 
For Tumbler Switches 
Price 
1 2 3 4 
Gang Gang Gang Gang 
Stamped Brass Sprayed Finish .040 Thick. .-8 .15 .30 $ .45 $1.35 
“ Brush Brass “ .040 << <a .40 .60 1.55 
. “ Sprayed ia .40 .60 1.70 
. S Bee eee See” accel .60 .90 1.85 
Bakelite or Composition Molded. . (aasvee ee 40 .60 .80 
Twin & Triple Struck Up Plates.. vartuee wees .30 30 as 
a  . ieee? aon 50 50 — 
Hubbell Bakelite Screwless Plates............ .60 1.10 1.60 utes 
Bryant DeLuxe Wood Inlaid any Finish be ates 2.35 4.10 6.60 —— 
ae SE eal ares 85 1.50 2.10 came 
Guth Porcelain Enamel Plates. . Sekidessi Cee .65 1.00 NaS 
St Ss cccran sssnsenneeas 1.00 1.75 2.50 3.25 
Combination Switch & Receptacle NS GREE Pee ene 40 
oN Se ON aa cus cecnnucenee .50 
SWITCHES, FLUSH PUSH 
Plate & Boxes Extra 
Price 
Standard Shallow Type Porcelain Cup—Single Pole ete Rees ansncaseceeed $ 
Double 
50 a oe = - z Point. 
Deep Type Porcelain Cup—Single Pole. peWerrebdoneceesenceseessedns se 
Dt sixteen nesseenenaseeteaneekeets 
. : ; s 3 Point ke ivenéesnes utenekbetieseeokni 


Special Composition Cup—Single Pole ARORA AMRIES Loo AE. 
ouble “ 
. ye 3 Point BOs 60 04 Fe eReeeRCe SEES ée 


L ock Ty pe Porcelain Cup—Single Pole. 


Double * 85 

" = - . 3 Point. 85 
a - . " ae ue 85 
Electrolier Non- bagieating we shbd bh ceendh dbeedaeikedwesenteeeabaiadts 75 
= PS akds cb. 00netarsdecesacneceeceneasenenceqenernes 90 





Extra for Luminous Button Add Per Switch. ..............cc cc ececceee -40 | 





PUSH SWITCH COMBINATIONS 


PULL CORD SWITCHES 
Complete With 4 Cap, Small Socket Type 

ith 4% Female Brass > Price 
Ceiling—Bottom Pull Cong: . . : sich er ile Selene i a 
| Wall—Side Pull PME EIS A US DARLENE SER 
Rosette—Side Pull ' bias . 1.00 
Fixture—Bottom Pull . eee yer rere re, 
Deduct for Base only without &% é Brass ‘Cap.. Ns at Re EN FRE .10 
Add for 4% Brass Cap on any of above Switches Se as ee TN Eee 

ee A ee RE oe OR i se on ik alee eames 1 
© oe Small Concealed Base of above Switches. isk ts last lls ls Ae ac ad a 
vlan geo NG 0h JE Tay . SE SSR Se gene aoe 30 

Ss apes A a Box of above Switches. . baits cadkd dae 5 
ee tie Ye. PS SE RL. er rrr rr ae eee 1.00 
° * 7 Moulding Base of above Switches RE EE er RI 8 .25 
= © Angle Base ssachenssuktideeedehes. sae 


With Plates Price 
Bryant 117 D. P. Indicat. Switch Flush Receptacle & .060 Plate......... & 00 
413 One Push Switch-Bulls Eye and Solid Plate. . 4.25 
518 “ “ —_ Disap. Door Recp. Bulls Eye—Solid Plate.. 7.50 
465 * D.P. Flush Switch & Pilot Lamp .060 Pla 3.50 
467 * Flush Switch— ees Recep. —Bulls Eye—Solid Plate... . 8.78 | 
558 ¢ s Duplex “ . 6.30 | 
H & H 3752 * . e Bulls Eye—Solid Plate. . 4.25 
3759 * . " Duplex Recep. ‘Solid Piate.. . 5.50 
8810 * S ? = 9 Single 5.30 


| HEAVY DUTY PULL CORD SWITCHES, METAL COVER 





PLATES 










For Flush Push Switches 
Price 
1 2 4 

Description Gang Gang Gan Gang 
Stamped Brass Sprayed Finish .040 ye. .$ .15 $ .30 § .4 $1.35 
rush Brass “ .040 fa 72 40 -60 1.55 
" “ Sprayed <a 40 .60 1.70 
= “ Brush Brass “ 060 * .30 .60 .90 1.85 
Bakelite or Composition.................00. ‘ .40 .60 .80 
Hubbell Bakelite Screwless. . eben 1.10 1.55 =n 
Bryant DeLuxe Plates Wood Inlaid. . 4.10 6.60 4% 
= (ee eee 4s 1.50 2.10 Meise 
Guth Porcelain Plates................ .65 1.00 a 
Glass Mirror Plates. 1.75 2.50 3.25 
Combination Push & ‘Receptacle Piates 060 Brass ek ebis rast ents conden .50 

SC nehinns. tadadedameenae 

* . S “ Guth Enameled tf. 

S *. 3 ’ D; , SS brian bd Wome aaa en 








SWITCHES, SURFACE SNAP 





METAL COVERED SNAP SWITCHES 















5 10 20 30 
Poles Volts Type Size Amp. a rca Amp. 
Single 125 Non-Indicating...... Pony $ .35 ‘ Saale 
= Emdicating.. ....0 0 = .40 ani tee 
. ? Non-Indicating...... Standard 55 $ 7 $1.45 $2.10 
sg ” Indicating.......... = .65 1.60 2.20 
Double 250 Non-Indicating...... we 90 1. to 2.20 2.55 
— re Badicating.......e00 * 1.05 1.15 2.40 2.70 
Triple + Non-Indicating...... . cose Oe. ee 
. ERGICAtIRE. . o6 006000 - ---- 8.00 3.75 4.50 
3-Way 125 Non-Indicating...... . .90 1.25 2.25 2.70 
4-Way 250 Non-Indicating...... "a 1.30 2.85 6.00. .... 
Electrolier Non-Indicat. 110V... “a 1.35 1.35 2.10 
” Indicating 110V..... 9 1.50 1.50 2.25 
ALL PORCELAIN SNAP SWITCHES 
5 10 20 30 
Poles Volts Type Size Amp. Amp. Amp. Amp. 
Single 125 Nee-Bedisntios biiseiee Pony S ae wis oe ae ar 
1360 «= in@testiog..... ccc. - .55 hiissg's peas Sed 
7 125 nie. sees oes ee .65 $ .85 $1.60 $2.40 
™ 125 Indicating. . én = .70 95 1.75 2.55 
Double 250 Non-Indicating.. bane ae . 95 1.20 2.45 2.85 
- 250 Indicating.......... “s 1.10 1.35 2.60 3.00 
3-Way 125 Non-Indicating...... se .95 1.35 2.60 3.00 
4-Way 125 Non-Indicating besase a 1.50 3.00 a ess 
Electrolier i en ee 1.55 1.55 
bs I oe i ins ae cri 1.70 1.70 
TUMBLER OR TOGGLE SNAP SWITCHES 
Metal 
Metal 
Single Double 3 4 
125-250 Volt Pole Pole Point Point 
5 Amp. Closed or Slott. Base......... $ .35 $ .85 $ .80 eocuat 
» = - ater: woe aieih .80 1.10 1.25 $1.40 





SNAP SWITCHES FOR WOOD MOLD, CONDULETS, ETC. 





Metal Covered All Porcelain 

Non- Non- 

5 amp. Lewd we x ow Indicating Indicating Indicatin 
Single Pole.. — $ .60 $ .75 ¢ 6 
4 ee ae 1.10 1.05 1.20 1.15 
Pe vakcekisnceciatiwn 1.10 ee 1.20 soul 
IN es a6 dees cncssadances. ee 1.40 vie wow 
PARTS FOR SNAP SWITCHES Price 
Handles—Standard Type Each $.12—Ratchet Type. Pe ee MT 
Bases—Porcelain 5 Amp. $.12—10 Amp. $.15—20 Amp.. sustuamenene Cae 

Covers—10 Amp & Under Metal $. 15—Porcelain pak eerth Kees wancbiqad adie a 
Over 10 Amp. ae  ) Biases el necdsanwaunecin .30 





SWITCHES, PULL CORD, CHAIN, 
CANOPY, LEVOLIER, ETC. 

















With 8 Feet Heavy Cord 








Price 
S.P. with Small Porc. Slotted or Solid B........-- 0+ -+ee cece cece ee ee + $1.65 
D.P. = - ~ - ee ee ee ee 1.85 
3 Pole “* as S . . * & ccccsecs Bae 








These switches can be furnished with side or bottom open, at same price. 


ELECTRICAL CONTRACTING 





























Switches, Pull Cord 
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TYPE ‘“‘O”’ PULL SWITCHES 
For Ceiling Fixtures or Ceiling Fans 


Single or Double Pole—3 & 4 Point Electrolier & Motor Control—Similar to 


SWITCHES, RESIDENCE, METER 
SERVICE, INDUSTRIAL, ETC. 











ryant #2473 to 2480 with % Caps, cord & Ball Each.................. $1.90 
CANOPY SWITCHES =m 
rice 
Snap or Tumbler Canopy Switches any style any make fpocege oe... $.40 
Pull Type P & S—3316 or 17—Arrow 340—Bryant 666.. .95 
LEVOLIER PULL SWITCHES 
McGill Co. Price 
Twi-Lite Canopy or Fixture Switch #50-51-52. . 2.0... eee eee eee es $1.00 
Link Switch #59. De nastedctadsnteebepiaedion ee 
Conduit Box & Fixture Switch #61-62 & Bh Seah ieee, ico tena 1.00 
Switch Hickey O6 & 64 A for above. oscsc cece ccvccccscccece e646 adeeewe 015 
PENDANT SWITCHES 
With Brass Pendant Cap 
Price 
Brass Shell Pend. Cap Side 1 adds Gwe alae aolae 4a aatae bGaie nebenn aed $ .60 
Bottom aor = 


— e “*O” oe 
All Pod ~™ Side 
- (10 Amps) “ 








FEED THROUGH SWITCHES 








Price 
ne, ne a dea eo an Gbowhvh aes Penk scenes eaekee $.50 
re ee a rr regs Pe eee .50 

DOOR SWITCHES 

Price 
Door patene NN DNs ait o Uiere 6x ciel Fare bce eaerh a te bee Cae $3.50 
Box Extra. ‘ Fie 

DOOR SWITCHES & OPENERS 

Edwards—commonly used types me 

rice 
#9 Door Opener Mortise Type $ 2.75 #152 Rim Type Flush. .10 
a. ” - “ 31.25 Arranged for Surface Conduit... 25.25 
48A “ vs . vs 34.25 154 Mortise Type........... 5.75 
(ee = Rim a - oe ) ee 7.15 
50A * ye » © 2.25 174 Door Switch............ 8.65 
51 - os Plate “ 34.25 Box for above #2000..... 1.30 
SIA * ny bg " 35.25 1541 Opener Mortise Type.... 10.50 
52 ag " Mortise * 38.2. 
Latch for #52 - r? 3.55 
Partrick & Withies commonly weed types 

Mortise Type...... 50 Rim Type. . . .86.50 





SWITCHES, KNIFE, ENTRANCE & PANEL 


ENTRANCE & PANEL SWITCHES 
30 Amp. 125 Volts, Plug Fused 

















Location 
Description of Fuses Price 
SE nots fn 00006 NSO veNR RRR ENSU RDAs eee e be eS Top : 
- FP ane he ne bk kha be eee be REEDS hk Oe CUS Bottom 80 
se + RGIS, 6 cn cdctdntesetevescgubsassican op .85 
“s = oD Visal ti ae ki ache eK det aN wore Bottom .85 
Triple EE EE ee ee eer ee Te Ee eee Top 1.20 
ae niiticia ie wicks areca PUCK aol A i gees: alee ive tere Bottom 1.20 
ee ee ee CN as 5 veh od en sdcnnd ce dnsccs ot Top 1.30 
= I, alee OY eee eek ene ne RPE Bottom 1.30 
- _ = Large Type c<petiedtasees oben Top 1.45 
° be I SE PI, OF OE yee Bottom 1.45 
Double Pole—Double Branch Vert. Mains ae pakenere ach hae eS eX 2.90 
oriz. inkeahqemtinnte. “Gaedeeak 2.90 
Trip. to D. P. Double Branch We I eS ore eect A eg 3.05 
SD DG cesikccacdass, ae rkes 3.05 
BABY KNIFE SWITCHES 
Any Make 
Porcelain Base Slate Base 
Any Make 125 Volt 250 Volts 
15Amp. 30Amp. 15 Amp. 30 aa. 
Single Pole TD re $ .5 $ .60 $ .55 $ .70 
BL RP Rs ree 85 1.05 95 1.25 
eee * See. Fn ncuwes ends 55 .70 .70 .85 
" o Tee. — naeieneneeees 1.05 1.25 1.25 .50 
Triple > De <  waveseoceseses 1.25 1.55 1.45 1.85 
7 naeng ad akan on hs due 1.95 2.50 
TYPE “C’’ KNIFE SWITCHES 
Slate Base Front Connected 
Not Fusible Fusible 
250 Volts DC and 
500 Volts AC 250 DC and AC 
S.Pole 2 Pole 3 Pole 4 Pole S.Pole 2 Pole 3 Pole 4 Pole 
Sgle. Throw 30A. ..$1.05 $ 1.72 $ 2.60 $ 3.40 $ 1.20 $ 1.75 $ 2.60 $ 3.40 
" . 60 A... 1.20 2.00 3.00 3.90 1.90 3.00 4.35 5.75 
“ “ 100A...240 400 5.05 800 3.85 5.85 8.80 11.70 
e “ 200A... 435 7.20 10.80 1440 7.05 10.80 16.10 21. 
Dble. Throw 30 A... 1.85 2.75 425 610 235 3.50 560 7.75 
se _ 60 A... 2.10 3.20 500 7.05 3.85 550 8.70 11.75 
ad “ 100A... 4.75 7.20 11.00 15.70 8.25 11.80 19.00 25.60 
e “ 200A... 7.75 12.00 18.50 24.80 15.80 20.75 32.00 38.00 
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SMALL SERVICE ENTRANCE SWITCHES 
30 Amp. ‘‘Square D’’ Switches Residence Type 


Numbers Volts Description 2 Pole 3 Pole 
97211-97311 125 For Plug Fuse 7) OS ee ae $1.65 $2.50 
99211-99311 125 ee Oe eer 65 3.00 
78211-78311 125 oc. oo «. oR .55 4.10 
1211 ie 3) 8) SS e ee 1.80 <i'ete 
97251-97351 250 Encl. Fused TE IE Te 1.65 3.20 
99251-99351 250 Fused Neut. REI 4.35 





METER SERVICE SWITCHES 
**Square D’’ Accessible Main Fuses Without End Walls 


Meter Non-Meter 

Fused Test Type Test Type 
Amps. Poles For Neutral oo rice Number rice 
30 2 2 Plug Fused $ 4.00 10211 3.65 
30 2 a Solid 30231 3.65 10231 3.35 
30 3  * ” 30331 4.50 10331 3.95 
30 3 ea Unfused 30381 4.85 10381 4.85 
30 2 2 Enc. Fused 30251 4.85 10251 4.55 
30 2 ie Solid 30271 4.20 10271 3.85 
30 3 3 Unfused 30361 5.40 10361 5.65 
30 3 , a Solid 30371 4.85 10371 4.55 
60 2 i Fused 30252 16.80 10252 15.95 
60 2 ae Solid 30272 15.95 10272 15.05 
60 3 * 2 Unfused 30362 21.65 10362 20.55 
60 3 . Solid 30372 17.70 10372 16 .80 
100 2 - ane Fuse 30253 25.60 10253 24.75 
100 2 Solid 30273 25.60 10273 23.85 
100 3 ». * Unfused 30383 30.90 10383 29.35 
100 3 ie Solid 30373 27.40 10373 25.60 





METER SERVICE SWITCHES 
**Square D’’ Main Fuses Sealed Without End Walls 








Meter Non-Meter 
Fused Test “ei Test Type 

Amps. Poles For Neutral Number rice Number rice 
30 2 2 Plug Fused 36211 16211 $ 2.85 
30 2 = Solid 36231 325 16231 2.85 
30 3 » Bhs ™ 36331 3.45 16331 3.00 
30 3 , es Unfused 36381 3.45 16381 3.45 
30 2 2 Enc. Fused 36251 3.80 16251 3.40 
30 2 et. Solid 36271 3. 16271 3.15 
30 3 = Unfused 36361 4.00 16361 4.30 
30 3 > Solid 36371 4.00 16371 3.55 
60 2 in Fused 36252 15.05 16252 14.20 
60 2 is Solid 36272 14.15 16272 13.30 
60 3 - ES. Unfused 36362 19.00 16362 17.90 
60 3 2 Solid 36372 15.95 16372 15.05 
100 2 Ee Fused 36253 23.85 16253 23 .00 
100 2 | Pa Solid 36273 23.85 16273 22.10 
100 3 Bais Unfused 36383 26.50 16383 24.75 
100 3 * Solid 36373 25.60 16373 23.85 

MISCELLANEOUS 

Price 

Enclosed Double Branch Cutout No. 35211—30 Amp. 125 vge.- . . 82.35 
Fused Plug Receptacle. cnet 5021—30 125 Sere 
Cartridge “ 5001—30 “* 250 * -. 5.65 
Cabinet Porcelain Fuse Block. : ee”: a 

UNIVERSAL METER SERVICE SWITCHES 
‘*Square D’’ Meter Service Types 
Single Type : Gangin vee 
No. 32211 or 33211. .$3.45 All30 Amp. 125 Volt No. 12211-13211... .$3.85 
No. 32311. ...eee 3.75 Single Phase & DC No. 12311. ay x 
No. SOMME. cc cséess 4.30 without end walls No. SROUEs os c5c00s 5.25 
No. S4311.......... 4.85 





METER SERVICE SWITCHES 
“Square D’’ Without End Walls Live & Dead Fuse Type 
METER TESTING 


Number Amps. Pole Fused Neutral Description Price 
55211 30 2 1 Plug Solid Single Type Fuse er $ 2.20 
58211 30 = oh Fused 5 - i ere 2.70 
SK-916 30 os Solid - 2 Deni’ 2.70 
55311 30 Solid = " © Me iccdan 3.45 
57311 30 oe . * . S eae: 3.45 
15211 30 ee ° Gang Type Fuse Dead. — 2.60 
18211 30  - Fused 2 ee 3.10 
39231 30 Ss te Solid Gang Type Acces. M. Fuses 4.05 
39331 30 ee wes Gang T ype Acces. M. Fuses 4.85 
15311 30 ie Solid Dead. 3.85 
17311 30 SS i S e “ « Live. ia. 

Extra for End Wall......... .30 
58251 30 2 2Cart. Fused Cartridge Fuse sae be ci 3.05 
26251 30 > me. e: ee 
57351 30 = Re Solid . SRB cctiien os 3.75 
28252 60 SS aa Fused “e eS m  eudbuaie an 8.45 
27312 60 i? Be Solid - e ait eee ee 8.90 
14312 60 2 ate wi “ Dead. 19.80 
28253 100 a = Fused . @ Rs xed 15.05 
27313 100 es Se, Solid - ” ge eS 15.95 
14313 100 le . ie “ Dead .30 
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DRAKE ‘TOWER 


ADDITION TO 


DRAKE HOTEL 


CHICAGO 


CRO 





Another large and handsome building 
recently constructed in Chicago's 
near north-side wonder district. 


ENAMELKOTE 
was used for electrical installation. 


en 


In manufacturing Galvakote and En- 

amelkote rigid conduit-pipe, only the 

very best grades of materials are used. 

The pipe itself is made, and finished, 

in our own plant which is new and 

specially equipped with the most 

modern machinery. Pipe is drawn, 

’ and every detail of finishing is, by 

- =| skilled and experienced mechanics. 
# 


eee 
- 


3 
| : GALVAKOTE and 

ie as i ENAMELKOTE 

is easy to cut, thread and bend. Coat- 
ings are adhesive, flexible and durable. 
These are some of the reasons why 
these brands of rigid conduit pipe 
have gained the 


Benj. H. Marshall, Architect & Builder. 
Henry Newgard & Co., Electrical Contractor. 


Low-cost-to-install 
reputation. 


CLAYTON MARK & COMPANY 


CHICAGO 


Manufacturers of 


GALVAKOTE and ENAMELKOTE 
SUPER-QUALITY RIGID CONDUIT PIPE 
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Prest-O-Lite Gas is avail- 
able everywhere. Any one 
of 15,000 Prest-O-Lite Ex- 
change Stations can supply 
you quickly with a full tank. 


a.ost-O Le 





puss CAS 


Srest-O Lite 
Process is 


extremely 
simple 


O delicate, complicated, or moving 
parts to require expensive repairs 
or replacement... No adjustments. . 
Lasts indefinitely with ordinary care. 


Electrical Contractors everywhere find 
that Prest-O-Lite blow-torches—using Prest- 
O-Lite Gas—are handier than any other 
equipment for soldering, sweating, splicing, 
wiping, brazing and similar heating jobs. 
Prest-O-Lite Process speeds up the work 
and saves money. 


Phone the Prest-O-Lite Gas Distributor 
about this equipment or write us direct for 
complete information. 


THE PREST-O-LITE COMPANY, Inc. 


Unit of Union Carbide and Carbon Corporation 


NEW YORK CC} CHICAGO 
Carbide and Carbon Building Carbide and Carbon Building 


SAN FRANCISCO 
Adam Grant Building 


In CANADA: Prest-O-Lite Co. of Canada, Ltd., Toronto 
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CONTRACTING 














More Horsepower 
per pound in 
Unit Frame Construction 





ODERN electric motors are 
lighter in weight. Make surethat 
those you buy are not lighter in 
strength. Westinghouse unit-frame 
construction gives you lighter weight 
and reduced bulk without sacrifice of 


strength or rigidity. Feet are of steel 
and will not break. Frames are rein- 
forcedso that they cannot weave. Unit- 
frame construction is but one of many 


improvements introduced in Ww) 


Westinghouse motors. 


WESTINGHOUSE ELECTRIC & MANUFACTURING COMPANY 


EAST PITTSBURGH 


PENNSYLVANIA 


SALES OFFICES IN ALL PRINCIPAL CITIES OF THE UNITED STATES AND FOREIGN COUNTRIE}3 







Arc Welding Equipment 
Automatic Switching 
Babbitt and Babbitt Pots 
Battery Chargers 
Capacitors 
Circuit-Breakers 


Westinghouse 


Industrial Apparatus includes: 


T 30521 
Electric Ovens Micarta Gears 
Instruments and Meters Motors and Control 
Insulating Materials Panelboards 
Lighting Equipment Safety Switches 
Locomotives Speed Reducers 
Mazda Lamps Switchboards 
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NO FUSES 


NO SWITCHES 









in the branch circuits 


HE Westinghouse type NAB Nofuz panelboards 
are a radical departure from previous types of 
lighting control panels. Instead of the conventional 
toggle switch and fuse, the branch circuits are pro- 
tected and controlled by automatic circuit-breakers. 


These circuit-breakers, which operate on the Deion 
principle, have many characteristics which make 
them ideal for general lighting control. There are 
no fuses to replace when overloads occur. Unneces- 
sary tripping is avoided because of the inverse-time- 
limit characteristics of the breaker. The calibration 
of the breaker can not be altered nor its action blocked 
so as to remove its protective features. 


Nofuz panelboards are built with a solid neutral and 
are available in capacities of from 2 to |, 
64 circuits in multiples of two circuits. 
Further information can be obtained 
from the nearest Westinghouse office. 





WESTINGHOUSE ELECTRIC & MANUFACTURING COMPANY 
BROOKLYN WORKS BROOKLYN, NEW YORK 
SALES OFFICES IN ALL PRINCIPAL CITIES 


Westinghouse 


Products for the Electrical Contractor Include: 


Circuit-Breakers Meters Safety Switches 
Fans Lighting Fixtures Solar Glow Heaters 
Fuses Motors and Control Switchboards 
Insulating Materials Panelboards Transformers 


Mazda Lamps Ranges Water Heaters 
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METER SERVICE SWITCHES—Continued 
NON-METER TEST TYPE 


Number Amps. Pole Fused Neutral Description Price 
26311 30 3 2 Plug Solid Plug Type Fuse Dead....... $ 2.40 
26351 30 3 2 Cart. Cart. Type Fuse Dead...... 3.75 
SK-615 30 3 2 Plug Switched Plug Type Fuse Dead....... 4.30 
SK-659 = 3 2 Cart. Cart. Type Fuse Dead...... 4.30 
SK-660 zs Bx. - Cart. Type Fuse Dead...... 11.70 
SK-674 100 2 a ” Cart. Type Fuse Dead...... 19.20 





POLYPHASE METER SERVICE SWITCHES 
‘Square D’’ Accessible Main Fuse Type 
METER TEST TYPE 








Number Amp. Pole Fused Price 
30391 30 3 Ci Eins cecccccovcececsncesoussesese $ 9.90 
30392 60 3 BS cocceccecsecescooes ecccccocese 20.35 
30393 100 3 S secenesdsecs eoccccccccsccecees 30.00 

NON METER TEST ? 
Number Amp. Pole Fused Price 
10391 30 3 Dy Geen o cccduecescéeseeeasknetaneose $ 9.30 
10392 60 3 sadueseeeeesuccenebinesebasens 18.60 
10393 100 3 SD ewececcecesecdvesecessecnecess 28.25 

‘*Square D’’ Sealable Main Fuses 

METER TEST TYPE ; 
Number mp. Pole Fused Price 
36351 30 3 B Castice cccccccccescocesesecocccoces $ 9.20 
36352 60 3 Se ~~ edesvescesee eeccccccccescccece 17.80 
36393 100 3 es cecccccccccceececes 26.50 

NON METER TEST , 
Number Amp. Pole Fused Price 
SK-671 30 3 SB Car hicc ccccccscccccccccescecvesesse $ 4.30 
SK-672 60 3 , Ber TTT ee 11.70 
SK-673 100 3 Se pacwecdaceeseseuscecséveecioss 19.20 
FITTINGS FOR STANDARDIZED SWITCHES Price 
End W alls for CI ci ncn et des eteke ng ue tenh hab eeeenaun ae $.30 
60 & 100 Amp. Switches a 
Trough Clecing Finted Pie. Besse BBG. ccc ccccccccccccccccesesccescoes .10 
Connecting Trough Se EE EA, 6. nc tocuwnss dnebes tn enesenes .45 
* 20738— ——e F ebbs G6bMONSORENE RASS SOREREER .80 
Universal Bee Te Or I oo cn ch deca nk 6d 0e bse ed eesceseeeceseses .30 
” Meter Shutter only BRIN & ciscchancneucbubeecas seo 





TYPE C 
*“*Square D”’ Single Throw, Industrial Switches 
Quick Break Only 


250 Volts Fusible 250V. DC & 500V. AC Fused & Unfused 
mp 2 Pole 3 Pole Amps. 2 Pole 3 Pole 

30 285251 $3.20 #853: 51 $5.20 30 500 Volt Fused #46341 $ 8.65 

$0 #46252 $ 8.20 #46352 $10.00 60 #41242 $ 8.20 #41342 8.65 
60 Solid Neutral #47312 9.10 60 500 Volt Fused #46342 10.95 
100 #45255 12.75 #45353 15.50 100 #41243 $10.95 #41343 12.30 
100 Solid Neutral #48313 14.60 100 500 Volt Fused #46343 17.30 
200 #46254 20.00 #46354 26.40 200 #41244 $19.10 #41344 22.75 
200 Solid Neutral #47314 22.75 200 500 Volt Fused #46344 32.80 





TYPE A 


“*Square D’’, Industrial Quick Make & Break, Single Throw 


259 Volts Fusible 250-500 & 600 Volts Unfusible 

2 Pole 3 Pole Amps 2 Pole 3 Pole 

#80351 $12.75 x30-60 #81252 $ 9.55 #81352 $11.40 
#86352 17.30 30-60 #81242 11.85 #81342 14.60 
100 #$86253 20.90 #86353 22.30 100 #81243 20.00 #81343 21.85 
200 #86254 32.75 #86354 36.40 200 #81244 25.50 #81344 30.95 
x60 Amp. Sw. with 30 Amp. Spacing (x—250 Volts only? 


Amps. 
x30 #80251 $10. % 
60 $86252 15.65 





30 AMP. TYPE C 
“Square D”’, Industrial, Single Throw 


Single Throw 
Pole Description 3 Pole 
Quick Make & Break No. sees $ 5.20 
Not Quick Break 91351 4.00 
7.75 Quick Break Only x90351 10.00 
(x 60 Amp. Switches with 30 Amp. Clips). 





MOTOR STARTERS 


“Square D’’, Quick Make & Break, Single Throw 
Volts 2 Pole 3 Pole 


Numbers & Types Amps. Pol 4 Pole 
76251-351-451 Cover ae.. 30 250 V. $15.50 $16 40 $22.75 
76352-76452 ~ seses 60 | See 22.75 31.75 
76341-76441 = ~  peenees 30 500-600 V ay 22.75 31.75 
linssssteitnectsiebnesnaneses 60 500-600V....... 32.75 .... 
69251-351-451 without Cover Ope. 30 250 V 13.65 14.60 20.95 
69352-69452 60 250 V .-. £095 30.00 
— ps pe ae 500-600 V 20 95 30.00 

69342 “ « «“ .. 60 500-600V. ...... a... 
75251-351 Time Protective.. 30 250 ay 6.40 685.... 
75341 & SK2054 Time Protective . 30 500-600 11.80 13 65 


No. 98251 For Small AC & DC Motors up to % H. a 220 Volts AC... $1.85 
78 


TYPE ‘“‘C’”’ SWITCHES 
Trumbull-Vanderpoel Single Throw Industrial Type 
250 Volts ne or AC Fusible ate Volts AC Fusible 





Amps 2 Po 3 Pole Amps 2 Pole 3 Pole 
30 A #4321 $ 2.90 Se Beery eee Ae 
30 A 4322 3.15 4332 5.15 30 A #4325 $ 8.55 #4335 $ 9.00 
60 A 4622 8.10 4632 9.90 60 A 4625 9.90 4635 10.80 
100 A 4122 12.60 4132 15.30 100A 4125 13.20 4135 17. 0 
200 A br 19.80 4232 26.10 200A 4225 26.60 4235 32.40 
400A 4422 44.80 4432 61. 400A 4425 59.75 4435 74.70 
125-250 Volts—Solid Neutral 250 DC or 500-600 AC Unfused 
Amps 3 Pole 4 Pole Amps 2 Pole 3 Pole 
RE ry Cee errs ae ers i ar 30 A #41322 $ 3.15 #41332 $ 4.05 
30 A #04332 $ 6.70 404342 $ 8.10 30 A 41325 7.65 41335 8.10 
60 A 04632 9.00 04642 11.25 60 A 41622 8.10 41632 8.55 
100 A 04132 14.40 04142 20.25 100A 41122 10.80 41132 12.15 
200 A 04232 22.50 04242 31.50 200A 41222 18.90 41232 22.50 
400 A 04432 58.00 04442 74.50 400A 41422 36.50 41432 49.80 
ENTRANCE SWITCHES 
Trumbull-Vanderpoel 
Numbers Amps. Volts Description 2 Pole 3 Pole 
77 Light Duty 30 125 One Plug Fuse One Blade...... Se Bae o0denx 
73021 = i _* ” "5 ar és 
7321-7331 30 125 Two & Three Blades & Fuses. . 1.65 $ 2.90 
07331 30 125 2 Fuses—2 Blades............ diode 2. 
32 30 250 1 Cartridge Fuse—i Blade..... cc Per 
7322-7332 30 250 2&3Cartridge Fuses2 &3 Blades 2.50 4.30 
07332 30 250 2 ™ ee - a * 
7422-7432 30 250 Unfused 2 & 3 Blades........ 2.35 4.05 
7622-7632 60 250 2&3 Fuses—2 & 3 Blades 6.15 7.15 
07632 we oe eee 6.85 
7122-7132 100 250 2& 3 Fuses—2 & 3 Blades 9.40 11.55 
07132 ee ee Pe OF BD a vcccccccces ceeone 10.90 





METER SERVICE SWITCHES 
Trumbull-Vanderpoel Live Fuse Type, Without End Walls 


Numbers Amps. Volts Description 2 Pole 3 Pole 
50321-52331 30 125 For 1 & 2 Plug Fuses .... --$ 2.75 $3.45 
50322-52332 30 125 2 Cartridge Fuses eee 3.75 
50622-52632 60 250 7 _ = = -aeenpeds .50 8.90 
50122-52132 100 250 - 2 ° - panes 15.10 16.00 
(Dead Fuse Type) 

59321-59331 30 125 Forl & 2 Plug Fuses.......... 2.20 3.45 
59322-59332 30 250 © 2 Cartridge Fuses ......... 3.80 4.00 
59622-59632 60 250 a _ 7 neediphekas 15.10 16.00 
59122-59132 100 250 2 . gee ey 23.85 25.65 





““SAFE-LOCK’”’ ACCESSIBLE METER SERVICE 
Trumbull-Vanderpoel Test Type Without End Walls 





55321-55331 30 Be 3 8. 1 eee $3.95 $ 4.55 
55322-550332 30 250 “ 2 & 3 Cartridge Fuses ..... 4.85 4.85 
55622-550632 60 250 - ees 17.70 
55122-550132 100 250 ” = ” 25.60 27 .40 
(Non-Test Type) 
56321-56331 30 ee ee 3.65 3.95 
56322-560332 30 250 = Cartridge PUM. v.a60 cvteeee 4.55 4.55 
56622-560632 60 250 ~ 2 le Oe 15.95 16.85 
56122-560132 100 250 - ™ ~  < eaeee mate Os 24.75 25.65 
POLYPHASE METER SERVICE SWITCHES 

All 3 Pole (Without Ends) 

30 A 60 A 100 A 
931-—223-236-231 Sealed Fuse Meter Test Type $10.00 $16.65 $26.15 
55332-632-132 Accessible Fuse Meter Test Type 10.90 20.35 30.00 


58332-632-132 Accessible Fuse Non-Test Type 10.25 18.60 28.25 





UNIVERSAL METER SERVICE SWITCHES 

















Trumbull-Vanderpoel 
See Catalog for Full Description Price 
#97 1-123 Without End Wal Piebiicsscn sees peunaiueanagaes thicehanes 45 
——- —"- ~~ ** Vics ndcib edie bekekbe dice Gee eeeaenneleal .75 
972-123 “4 ss S snee ie ieeeeseinged dkankad wpenee eceeecesaes 4.30 
Se Ge Se UE TD Wa 6 nina ve ce becceunbcudeuesenbacwsswa’ 4.85 
TROUGHS 
Trumbull-Vanderpoel 
2-3 & 4° a pil AA 10” 
45c 50c 62c 80c 88c 
SHUTTERS END WALLS 
Trumbull-Vanderpoel 
60 & 100 
30 Amp. Amp. 
Single Piece End Wall used with Cabinet.................. $.30 $.80 
Shutters for ae pe. ed UL Re eee 15 .27 
Conduit End Wall.............. pike kok cert ee ik Siioadicnt bak .30 .80 
Universal Bad Wail. ee ee 
CURRENT BREAKERS 
250 Volts DC & AC. Fused Bottom 
Amps 2 Pole 3 Pole 4 Pole 
No. Price No. Price No. Price 
30A. CB3322 $10.80 CB3332 $12.60 CB3342 $16.20 
60 A CB3622 13.50 CB3632 7.10 CB3642 21.60 
100 A CB3122 20.70 CB3132 27.00 CB3142 36.00 
| 200 A CB3222 39.60 CB3232 49.50 CB3242 59.40 
600 Volts DC & AC Fused Bottom 
30 A CB3326 $14.40 CB3336 $18.00 CB3346 $21.60 
60 A CB3626 16.20 CB3636 18.90 CB3646 23.40 
100 A CB3126 25.20 CB3136 28.80 CB3146 37.80 
200 A CB3226 41.85 CB3236 57 .60 CB3246 73.35 
250 Volts DC or 500-600 Volts AC Unfused 
30 A. CB4326 $11.70 CB4336 $14.40 CB4346 $19.80 
60 A. CB4626 11.70 CB4636 14.40 CB4646 19.80 
100 A. CB4126 19.80 CB4136 21.60 CB4146 28.80 
200 A CB4226 27.45 CB4236 33.75 CB4246 39.60 


ELECTRICAL CONTRACTING 
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Switches Switches 
MOTOR STARTING SWITCHES TYPE‘‘C’”?’ SWITCHES 
Zs Trumbull-Vanderpoel Trumbull Electric Single Throw, Quick Break Only 
Series Description Amps Volts 2Pole 3Pole 4 Pole 250 Volts Fusible 250 Volts Unfused 
#771 Bantam Star, with Ther. Cut....2¢H.P. 110 $ 3.25 ice ei Ampe. a 2 Pole 3 Pole 2 Pole 3 Pole 
43000 With Plug Thermal Cutouts .... 0 : j ; 0221 $5.40 #40321 $ 6.75 20221 $ 4. 2032 
we * . e) , exalt. ~ ae Saale 14.85 17.05 | 60..... 40222 8.10 40322 9.90 . a 
46000 Motor Starter — No Fuses ....30 220 12.50 13.05 16.50 ts «6 ax 40223 12.60 40323 15.30 
46000 alle - . . ---30 440 ale 19 50 23.40 | 200..... 40224 19.80 40324 26.10 
46 a ---30 550... D+ eee 500 Volts AC Fusibl 250-500 Vol f 
46000 * & = : ---60 220 17.10 26.60 | 30..... #40251 $ 9.00 #40351 $ 8.55 #20251 $705. 203 ar 8 8. 10 
46000 -+--60 440 so. 24.15... -- 60..... 40252 9.90 40352 10.80 20252 8.10 20352 8.55 
75000 Motor Starter with Cutouts. .onn 220 12.60 16 .65 19.80 100..... 40253 14.40 40353 17.10 20253 10.80 20353 12.15 
7 ore eet... ame ee 21.60 25.65 | 200..... 40254 28.80 40354 32.40 20254 18.90 20354 22.50 
SMALL ENTRANCE SWITCHES R. M. SAFETY SWITCHES 
Trumbull Electric Closed or Open Ends Trumbull Electric, All 30 Amp. 
Massbore Amps. Volts Fusing 2 Pole 3 Pole Volts Fused Numb 2 Pol Pol 
5790 Midget............ 30 125 For 1 Plug Fuse..... “s Geeer 250-600 AC Not Fused 46261-46361-46461 $ 5.40 $7.20 $990 
5791- 2-3-4 ‘ 5893 & A. 30 125 * Plug Fuses..... i $3.45 | 250 Volts Fusible 92221-92321-92421 6.30 8.10 10.80 
19000-10002............. 30 250 No Fuse-Slate Base.. 2.70 4.15 | 600 “ AC * 92261-92361 13.05 SES. feeinn 
13642-43 A 1 ig743 & A.. 30 250 For Enclosed Fuses.. 2.70 4.30 
SP RS 30 250 . - - 3.40 5.15 TYPE “A” MOTOR STARTING SWITCHES 
MAIN ENTRANCE SWITCHES Trumbull Electric 
¢ _ Phase Numbers Cycle 110 Volt 220 Volt 440 Volt 550 Volt 
Trumbull Electric Non Meter Test Solid End Wall Single _,.95211-21-51-61 60 $22.25, $22.25 $25.90 $26.30 
16361 to 16368.......... 30 125-250 For Plug Fuses...... $2.75 $3.45 ++eeees + -85211-21-51-61 25 22.2 22.80 30.45 31.60 
16371 * 16378... 30 Enclosed Fuses.. 3.05 3.75 SPN: foc css 96311-21-51-61 60 25.20 25.20 28.70 30.40 
16381 “ 16388 eres 60 250 “ ve 8.50 9.00 3 Phase. ene nee .86311-21-51-61 25 25.20 26 .30 35.10 36.00 
16391 “ 16398.......... 100 250 . « « "15.10 16.00 | 2 { 3 Wire. .98311-21-5161 60 26.30 26.30 31.60 34.30 
(ig: Se 8 Be Be Ee Be 
METER SERVICE SWITCHES “ « © «© ,.89411-21-51-61 25 40.95 42.70 48.00 50.88 
Trumbull Electric For Meters Open End 
16300 to 16309.......... a0 MB-Og0 Pye Pg Ferg. 9 275 9 3.48 TUMBLER SWITCHES 
—C—U—/—T—T OO EEE - nclose uses. R .75 
16330 “ 16338.......... ore s 8.50 9.00 Trumbull Electric 
16341 “ 16348.......... 100 “ “ “ “ “ 15.10 16.00 #2221......$2.25 #2221E......$3.85 #3221......$1.60 #2361 .$6 .00 
‘ 9 
ACCESSIBLE FUSE METER SWITCHES a 30 AMP. MIDGET & TYPE “OO 
Trumbull Electric With Test Blades Without End Walls etngnenes Ceeconts S7pe ii 
2 Pane oh EP eae 30 125 For 1 Plug. Fuse.. 3.65 aie Midget-Solid Neutral-1 Blade-1Fuse 62612 & #62613 $1.65 ....... oes 
iszii- Rae aaa 30 125 . * Plug Fuses..... 4.00 $4.45 | Type 00 Fusible For Plug Fuses 125-250 V. #60969 1.85 #60961 $3.00 
Re ee ems wile 30 125-250 1 Enclosed Fuse 4.20 ee “ Fusible Solid Neut. For Plug Fuses : 
1s231- Ee : “ Enclosed Fuses. 4.85 4.85 a re #60091 1.75 #62328 2.70 
II, os sc0:ms 50 0% 60 “ “ ” _ 62 6.80 17.85 « « Fusible Solid Neut. For Plug roe j 
18123-223-823........... 100 * *« . « 265.60 .50 he REESE A. Sein ere #60962 3.00 
: : “ “ Non-F usible 2 2 . Blades 250 Volt. 460990 2.55 #62352 2.70 
Without End Walls and Without Test Blades igs weed sy — og * alt... see #62365 4.00 
Oe aah ek conde 30 125 For 1 Plug Fuse....$ 3.35 ..... ae 68 Qe ee ee ee ee lt... #60989 2.45 462363 4.30 
19a: chicken os 30 125-290 {Plug Fuses. 3.65 $4.00 | « « roan he toe Ree eee #62351 3.15 
= ee pEacloesd Fuse oso: Sy ele ine aaliinep els 25-215 a 462364 4.3 
19221- “19321... 30 is P . Enclosed Fuses. 4.55 4.55 Type WK-45 Fusible For Cart. Fuses 3 Blade ” 
19122- 339855" oad, : 16.00 16.80 250 Volt 545101 5.55 
99 < o - ~ “ Te cen srcccceresecseeseeseses ceeeee esses POA . 
19123-223-323........... 100 24.75 25.65 Type WK-45 Solid Neut. Cart. Fuses 250 V......... ..... #545341 5.20 
Type WK-45 Non-Fusible Cart. Fuses 250 V. ......  ..... #545001 4.15 


SEALED FUSE METER SWITCHES 
Trumbull Electric With Test Blades Without End Walls 


5827 30 125 For 1 Plug Fuse....$ 2.25 aie 
28111: 28211-28311. 30 125 “ Plug Fuses.... 3.25 $3.45 
28121 30 125 “ 1Enclosed Fuse 3.50 ee 
28221-28321............. 30 125-250 “ Enclosed Fuses. 3.75 4.00 
28122-28222-28322....... 60 ” m - pe 15.10 16.00 
ET OO ei Ae ? a ° 23.90 25.65 





UNIVERSAL METER SERVICE SWITCHES 
Trumbull Electric 


#971-123 For Details See Trumbull Catalog............ = * Less End Wall 
972-123 : 7 Ks ™ ae sibasics : 
973-333 . ‘a - * Heeb atalenoedl "333 ig ee 
975-333 2 “, . pe w) semeaeehnd lll alias 
979-333 rs > aa = _ a A 





END WALLS, SHUTTERS, TROUGHS 


Trumbull Electric 


One Piece End Wall for 30 Amp. Switch, 3 = For 60 & 100 A. Switches, $. 4 
Shutter for 





Troughs—2-3 & 4”...$.37 .$.41 a" Bm TF .cR F. 35 
Distribution Cutout Block— poabd-vine DN he eee .10 
TYPE ‘‘A’’ SWITCHES 


Trumbull Electric Single Throw, Quick Make & Break 
250 Volts aes) 250 Volts Unfused 


: a 2 Pole Pole 2 Pole ole 
30. ao $10.80 #72321 $12.60 #36221 $ 9.45 #36321 $11.25 
60. . 72222 13.50 72322 17.10 
Sa 72223 20.70 72323 27 00 
200..... 72224 32.40 72324 36.00 

500 Volts Fusible 250-500 Volts Unfused 
ee #72251 $14.50 #72351 $18.00 #36251 $10.70 #36351 $13.95 
60..... 72252 16.40 72352 18.90 36252 10.70 36352 14.40 
100..... 72253 25.20 72353 28.80 36253 19 80 36353 21.60 
200..... 72254 39.60 72354 45 00 36254 25.25 36354 30.60 





“R.M.”’ & TYPE ‘‘A’’ SMALL STARTING SWITCHES 
Trumbull Electric 


30 Amp. 60 Amp. 
Pole 3 Po 2 Pole 3 Pole 


2 
250 V.2 Position. . .94221 $ 9.10 94321 $10 35 94232 $16.20 94322 $18.90 


600 V. “ .94261 14.40 94361 16.20 94262 20.70 94362 23.40 
110-550 Invers. Time. 93261 10.80 93361 11.70 
250 83221 10 80 83321 13 05 
600 Snuff Arc....83261 14 85 83361 15 00 


June, 1929 








METER SERVICE SWITCHES 


Westinghouse Type ‘‘WK-54’’ Without End Walls 
Dead Fuse Type Live Fuse Type 


Amps. Fused 2 Pole 3 Pole 2 Pole 3 Pole 

or No. oi tie No. Price No. Price No. Price 
30 Plug...... . 2322 2a. 60224 $ 4 70 59442 $ 3.45 
30 apie OTR 61143 3.25 61142 $3. 59441 70 60225 3.45 
30 Enclosed . .61639 Serie eutan 54371 3 05 60227 3.75 
30 .61145 375 61144 4.00 + .... 69448 3.75 
60 2 . 61150 15 05 61151 16.00 59461 8.45 60229 8.90 
100 a .-61152 23.85 61153 25.50 59463 15.05 60232 15.95 





POLYPHASE METER SWITCHES 
Westinghouse ‘‘WK-54’’ 
3 Pole Sealed Main Fuse Meter Testing 


30 Amp. No. 60997 With End Wall $11.50 No. 60266 Less End Wall $11.00 
60 “ * CU es 17.50 “ 60267 16.50 
100 “ce “ 60999 “ “ “ee 27 50 “ 605 268 “ “ “ 26. 00 





ACCESSIBLE FUSE TYPE 
Westinghouse ‘“‘WK-65”’ Without End Walls 


With Test — Without Test Facilities 


Amps. Fused 2 Pole ole 2 Pole ole 

or No. Price No. Price No. Price No. Price 
; i. rere 65000 $3.65 ..... er. 8 ) 5 ae 
30 pi PEF 65001 ; $4.50 65011 3.65 65012 $3.95 
3O Enclosed. .65055 421) ..... healtye 65063 3.85 ..... anal 
30 ws ..65003 4.85 65004 4.85 65013 4.55 65014 4.55 
60 4 ..65005 16.80 65006 17.79 65015 15.95 65016 16.80 
100 = ..65007 25.60 65008 2,.40 65017 24.75 65018 25.60 





POLYPHASE ACCESSIBLE METER SWITCHES 
Westinghouse ‘‘WK-65”’ 


Meter Test Type Non Meter Test Type 





30 Amp. 3 Pole without End Wa!! No. 65100 $11.20 No. 65103 $10.55 

60  -. ¥ - hin No. 65101 20.35 No. 65104 18.60 

100 > as - on = No. 65102 39.00 No. 65105 28.15 
UNIVERSAL 


Westinghouse ‘‘WK-57"" Meter Service Switches Without 


End Walls. Sealed Main Fuses. 
All 30 Amp. For Full Details See EG i Gra. be. nca'eachacn Gee $3.45 
125 Volt Westinghouse Se ere .65 
Standardized Switch Catalog #282 ES bb. Soke dual 3.75 
57928. 5.20 
Se 84.600 ig ae baeae 5.20 
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Switches 


Switches 





METER TRIMS—END WALLS—TROUGHS 
Westinghouse 


One Piece Meter Trims.. Peer ere TTT Tt 
Blank End Wall or Shutter Type ‘End Wall. 

Shutter Type Meter Trim or pauper & ictintkhvinenennes 
New Universal Trim with slide. : + PSE SE 
Replacement Plate or Adapting Plate. 
Wiring Trough—2-3 & 4” aay one 40 5. 
Fuse Receptacle #R57252. 


a ak ame 
‘8 ‘50 7°. .$.55 8°..$. 
Less Fuses, $1.25 


aa e: 





QUICK BREAK ONLY 


Industrial Westinghouse ‘‘WK-62”’ Type ‘‘C”’ 
og Volts ror. 500 Volts AC Fusible 


ole 2 Pole 3 Pole 
#62101 $ 6.75 #62200 $9.00 62201 $ 8.5: 
62104 9.5 62203 9.90 62204 10.8 
62107 15.; 62206 14.40 62207 17. 
62110 26. 62209 28.80 62210 32. 


600 Volts Non-Fusible 
3 Pole 4 Pole 
.10 #62054 $13.05 #62055 $18. 
55 62057 17.10 62058 26.10 
li 62060 27.¢0 62061 44.10 
62020 22. 50 


. 62019 18.90 





MOTOR STARTING SWITCHES 
Westinghouse 


““WK-66”’ Quick Make & Break 


Fusible 500 Volts AC Fusible 
3 Pole 2 Pole 3 Pole 
#66101 $12.60 #66154 $14.40 #66155 $18.00 
66104 17.10 66157 16.20 66158 18.90 
66107 27 .00 66160 25.20 66161 28.80 
200 66109 32.40 66110 36.00 66163 39.60 66164 45.00 
250-500 Volts Non-Fusible 600 Volts Non-Fusible 
Amps. 2 Pole 3 Pole 3 Pole 4 Pole 
30 #66050 $11.70 #66051 $13.95 
60 66053 11.70 66054 14.40 466048 $17. 10 
100 66133 19.80 66134 21.60 66057 24.75 
200 66136 25.20 66137 30.60 66060 33.30 


Industrial 
250 Volts 
2 Pole 
466100 $10.80 
60 66103 13.50 
100 66106 20.70 


Amps. 
30 


#66049 
66058 
66061 





GENERAL UTILITY SWITCHES 

Noark Closed Ends 

Volts Fused For 
125 For Plug Fuses 
125 _ = _ 
= *© * * 


Numbers Amps. 


Quick Break. 





METER SERVICE SWITCHES 
Noark Sealed Service SECO Without End Walls 


Test Type Non Test Type 
3 2 Pole 3 Pole 

Fused For ‘ i ‘ i No. Price Price 
2 See 9543 5 9523 $4 8543 $2.85 $3.00 
30A_ Enclosed 5 9533 3.55 
30A_ Plug & Enc. 2.40 
60A_ Enclosed 5.05 
60A = Said 8576 23.30 . 

100A - 9561 9531 8561 23.00 8531 23.85 


Noark Accessible Service ACCO Without End Walls 
Test Type 
2 Pole 3 Pole 

Amps. Fused For No. Price No. i 
30A 4 9343 $3.65 
30A _ 9353 3.95 
30A Enclosed 9363 4.85 
60A 9366 16.80 9336 
100A = 9361 25.60 9331 27 40 


Noark Universal Without End Plates 
. 971123 —Without End Walls.. 
°* 9723 

“ 972123 « 

“ 973333 “ 

“ 9753 & 9793 “ 

“ 975333-979333 « 


Noark Doall Without End Plate 
e 


Fused For Numbers 
Plu 913123-911123 
Enclosed. 923123-921223 

_ eeseeeee 923126-921226 
- arose 923121-921221 


Amps. 


8563 3.40 
8573 3.15 
8566 14.20 


9536 8536 


9323 
9333 


For Detailed 
Description, 
see Noark Catalog 


3 Pole 

Price Numbers Price 
2.7 912333-914333 $ 3.45 
3.05 922333-924333 3.75 
8 45 925336 8.90 

15 05 925331 15.95 


NUBLADE SWITCHES 
Noark Fusible 
250 Volts Fusible 
3 Pole 

No. Price 

8233 $ 5.05 

8236 9.90 

8231 15.30 

8232 26.10 

8234 66. 60 


Noark Not-Fusible—Quick Break 
3 ole — 
No. 


8733 
8633 


8636 
8631 
8632 
8634 


Amps. 
30A 
30A 
60A 





500 Volts AC Fusible 
P 3P 


8423 $ 9.00 8433 
8426 8436 
8421 8431 
8422 





ACCESSORIES FOR NOARK SWITCHES 


Single Piece End Wall for 30 Amp. Sutyben.. an = For 60 & oe aye * 80 
Shutter for 60 * .30 
Universal End Wall No. 909103............. 3 
Blanking Side No. 908 908103-908203 -15 
Trough—3-4 & 5 50 8°—$.55—9"........ .80 
Cabinet Fuse Block "No. 902413.............. 1.25 





POLYPHASE 


Noark Switches Without End Walls 


125-250 Voits Main Sees 
“Doal” & 3 Wire Acco”’ Quad Break “Seco” Quad Break 
Accessible Fuses Sealed Fuses 
No rice ‘ Price 
77033 $10.50 $10.40 
77036 18.60 15.05 
77031 28.25 24.75 
Meter Service 


$11.05 67033 $11.15 $11.05 
16.65 67036 20.35 16.80 
26.15 67031 30.00 26.50 


931233 
931236 
931231 





MAIN ENTRANCE SWITCHES 
Noark Doall Without End Walls 
Fused For 2 Pole 


Numbers 
Plug Fuses 813123-811123 
Enc osed Fuses 


853123-851223 
853126-851226 
853121-851221 


3 Pole 
Numbers 
812333-814333 
852333-854333 
855336 
855331 





SOLID NEUTRAL SWITCHES 
Noark Fusible—Quick Break 
RA Pole-2 Poles 4 Pole-3 Poles 
Price No. 

$ 4.95 8143 

9.00 8146 

14.40 8141 

22.50 


8142 
63 .00 8144 


Volts es Poles 


8136 
8131 
8132 
8134 





TOGGLE SWITCHES 
Bulldog 


125 V.-2 Pole-One Blade No. 111 & 211 


5 ie 


“ “ 


Three 


Solid Neutral 
3 Plug Fuses 
Solid Neutral 
Two 2 Fuse Conn. 
Three 3 Fuse Conn. 
- Solid Neutral 
500-600 V.-3 Pole-Three Blade 3 Fuse Conn. 
250-600 “* 2 “ 


“ “e 3 “ 


“ “eé “e 3 “ 
Motor Starter  . 


= 


seyssessesess 


TJM-321S & TJM-321SU 





TYPE “‘C’”’ SWITCHES 
Bulldog Single Throw Fusible Quick Make & Break 
ae Volts DC & AC 


JF311S 
F321S 
F321P 


Amps. ‘ 

30 125 Volt only .......... 
30 Porc. Base.,.... speeees 
30 End Plates 

= Slate Base 


100 
200 
400 


Amps. 

30 125 Volt only 
30 Pore. B 

30 End Pilates 
30 Slate Base 
60 “ “ 


100 
200 
400 





TYPE “C’”’ SWITCHES 
Bulldog Single Throw Not-Fusible 


2 Po 

250 Volts JN221S 
250-500-600 Volts N251 
“ “ “ N252 


BS oom 


le 
$ 3.15 
7 


8.10 
10.80 


~ 
oa 


Base { 
SSssss SSaksn 


SSB 


ELECTRICAL CO NTRACTING 
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Switches 
Switches 
30 AMP. SERVICE ENTRANCE SWITCHES 
Bulldog SMALL ENTRANCE SWITCHES 
; nee Volt—F usible—For Plug Fuses No. JE211 S & P $1.65 ur patna 
Quick Make & Break j Single F Description 
ds « 2 Pole 
3 Pole—230 ae st gl Cart. Fuses Srl § I a 3 50 Double = Double = 133 i _ 7 320.821" $1.50 
e— olt—Not Fusible—For Cart. F SN221S&P........ t r e - s<88 
3 Pole—195 Volt—Pesible For Plug Fuses No JESi1 SP & PG... ye ee “ 2950 “ 3930 1.90 
3 Pole—125 Volt—F usible—For P.ug F nee Quick Make & | Break JF3i1S 735 + c 4 ge. oy Cored _ ia He 
? Single F Description 4 3.60 
“TYPE A” och Pert -lans Bindo tie Vo Pigs Pea oe 
e 6 «a 1931-2 $2.15 
ye - a « “ 3930- 
Bulldog Single Throw Quick Make and Break .— ->r 423 £93 
250 sy ta ae, — ~—. Pri mae 
mp. SF 221 $ 10.80 1. a6 BRANCH CIR RAN 
ms SF-222 isso) SFaae | aT 40 CUIT ENT CE SWITCHES 
‘ SF 223 "70 © SF-323 27 00 Columbia 
400 “ 7 32.40 SF-324 36.00 30 2 ‘ 
oon-6se Volts Fusible . -00 SF-325 81.00 smo. Circuit Circuit Cisteit Ci : 
MP. For SF-351 18.00 | 2401 to 2406 af ty 2Pole 3Pole 2Pole 3Pole 8 Pole 
- s Sec 800 Volt ay 19:90 | 3501 to 3500 3:00 “8:33 “Ses 7183 “S:70 %: 
“ 0 Vo 28. to Or . 75 
na Sao ce HB Ee 
ot Fusible -00 
a a SN-251 $11.70 $N-351 13.95 INDUSTRIAL SWITCHES 
200 “ SN-253 19.80 SN-353 21.60 
— 3 SN-254 25.20 SN-354 30.60 Columbia 
000 Vales Pusibte SN-255 54.00 SN355 63.00 Series 70 Type C Fusible 
mp. SF-261 Amps 2 Pole 
60. 16.20 SF-361 9. 3 Pole 
100 “ SF-202 17.10 SF-303 19:80 250 Volts 30d Crom $0.40 C02 he 
200 “ ef 27.00 SF 31.70 Fusible 60A C7004 12:10 2 $11.50 
400 “ SF.265 ; SF-364 48.60 Quick Make 100A C7007 19.10 C7 15.75 
600 Volts Not Fusible 93.00 SF-365 122.00 & Break 200A C7010 28.35 C7011 Ee 4 
mp. ¥ e 
4 e SNoaed 13.3 Hope 16.20 Series 70 Type A Fusible 
SN-264 26. 24.75 Amps 2 Po 
400 .50 SN-364 33.75 le 3 Pole 
SN-265 65.50 SN-365 87.75 250 Volts ee te le Price 
Fusibl . $13.00 
260 Volts Fusible weartPo Quick Make 100A AOO?, «2478 ATOO8. «3-80 
mp. er i & . . 
100 “ ; Haat 16.20 _ a50A A7010 31.00 A7011 23 
200“ SF-423 2. Series 71-500 Volts Fusible 
so 8 v ce Se ae. 
30 — Fusible 108.00 500 Volts 30A 7101 git 00 Numbe Price 
Quick Make 7102 $15.75 
SF-451 0 sic Mal 60A 7104 14.15 7105 18.75 
100 “ SF-452 23.40 an BOA 7107 23 .80 7108 97.00 
3 cs fa i a 
250-500-600 Not Fusible SF 455 126.00 Series 73-500 Volts Unfused 
30-60 Amp, Amps 2 Pole 
100 SN-451 19.80 ember Pri techn 
200 * SN-453 28.80 500 Volts 30A 7301 $11 ‘00 umber Price 
400 “ SN-454 40.00 Quick Make 60A 7304 11.00 7302 2.90 
600 Volts Fusible SN-455 103. 50 & Breal 100A 7307 17.35 7308 td 
2 ad SF 461 23.40 _ 73100 4.00 7811 38:80 
100 : He 35.20 Series 72-600 Volts Fusible 
400 “ SF-464 30.40 fom et 3 Pole 
600 Volts Not Fusible SF-465 144.00 600 Volts on 6O Sn” so ssaso‘Ta0n” Price 
30-60 Amp. Quick Make 680A $14.80 7202 $16.25 
100 “ SN-461 21.75 is 7204 14.80 7205 16.7 
200 “ SN-463 29. -_ 100A 7207 24.50 7208 75 
4002S“ SN-464 -70 200A 7210 39.00 721 mo 
SNase ss ° 1 43.00 
-60 — 74-600 Volts Unfused 
mps 2 Pole 8 P. 
COMPENSATOR SWITCHES “A” 000, Volts soa “yaolsil'90 “74a” = 14-80 
‘uic a r . 
Bulldog Quick Make & Break Fusible eBreak = 100A 7407, 19907408178 
Amps. 250 Volt AC s00A 7410 25.50 741 20.65 
3 Pole Ss 
30A SF321 C 4 Pole eries 20-250 Volts Fusible 
100A Prin] “3013s Saga a Amps 2 Pole 8 Pole 
. SF323 C 31.50 S 26.10 : Number Price Number . 
200 A. SF324 C s F423 C 46.80 Quick Break 30A 2022 5.15 Price 
400 A. -00 42% C 64 Only 60A . "3 2023 3 6.95 
SF325 C 94.50 SF425 C asses 250 Volts 100A 2028 6.95 2026 8.00 
Age. § Pole 20-800 Volts AC 200A 2031 «9.382088 ».3 
30 A SF351 C a 4 Pole Series 23-250-500 V : 
Bt me RE Ee Bg mimes sey 
200 A SF353 C 33.75  SFass as enka 8 Pole 
SF354 C 50 61.20 Quick Brea umber Price’ Number Pri 
400 A SF355 C By anes Only aoa = $ 4.85 2323 $6.35 
Rei 250 Volts 100A a (Uhh 6a 9:70 
200A 23311940888 3-25 
MOTOR STARTERS ee 
Bulldog : Pole, aiientridnewe sesetes 3022 ‘$5.65 pm ron 
= Amn P ~/, C-Porc. Base-110 to 440 Voit 25 Pe eee a eee “— — 10.00 
> C Slate“ 440 & 550 eons = 80.78 | ow 100 Amp. 200-A 
= _ 250 Volt 1 11.70 i atcesiiskmia due mneene 3028 $12.70 =p 
30 A 500 F-321 17.00 | 3 Pole......... 3029 3031 $18.35 
a: 33 . aero | ptaentteaente area 16.30 3032 24.35 
co“ “A a « MF-392 23°50 
2 28.30 
30 Amp-Type C-Pore, Base-110 to 440 Volt ¢ Pole ee oe 
05g Glace * 408 B50 sees Columbia, 250 Volts 
30 > “ ; p+ Volt MF-421 $22.30 30 Amp. Motor S Swi ¢ 3 Pole 
os 33 250 Mra 635.25 |60 mieBersrrriiy gone Ag3o 6008 8788 
NOTE: For Bulldog Switches not li ‘ ss ’ 17.45 
sted deduct 10% from Bulldog Lists 30 Amp. Motor Start Switch.... 4 Pole 
g Liste 60. a m ARCD ee ee eecerenrersercsreeverenes 6003 20. 
June, 1929 OO SOS ER RES Fae 6006 0.98 
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STRANGE WHAT LIGHT WILL DO 


if you don’t have 


BALANCED LIGHTING 


It is common knowledge that high effi- 
ciency lighting units do not necessarily 
guarantee good lighting. As every contrac- 
tor knows, costly eyestrain and expensive 
errors are caused by the misapplication of 
otherwise good lighting units... But it is 
comparatively easy to prevent light from 
doing unexpected and undesirable things. 

A lighting unit can be selected accurately 
to meet existing lighting needs. But no one 
unit can be a cure-all. 

Experience has shown the most useful 


The Shelcrest, a Bakelite fixture. The 
leader in the Graybar line. But only 
one of a great many fixtures. 








FOR BALANCED 
LIGHTING, WEIGH: 


Horizontal Reflected 
Light vs. Glare 


Vertical Direct 
Light s. Glare 


Shadow Flat 
Depths vs. Shadcuws 


Maintenance First 


& Design vs. Cost 








ey eel 


Showing how various factors 
balance, for best results 
in uny given case 


COUPON =—--— 


lighting to be an adjustment of variable 
quantities—in a fixture, the balance of light- 
ing factors against its requirements. Eight 
points are here involved, as the table shows. 
From this comes Balanced Lighting, the 
key-note of the Graybar Lighting Line— 
the yardstick employed by Graybar Lighting 
Engineers in selecting, from all types of fix- 
tures, the best fixture for a given purpose. 
Why not apply that yardstick to your 
lighting problems? See coupon below. 


GraybaR 8 


Successor to Western Electric Supply Dept 
BALANCED LIGHTING 





Graybar Electric Co., Graybar Building, Lexington Avenue and 43rd Street, New York, N. Y. 
Gentlemen: We are interested in knowing more about BALANCED LIGHTING. 


NAME 
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DURATACH GLAS 


Another 
achievement 
in modern 
reflector 
construction - 


Duratach construction allows reflector, 
lamp and globe to be attached to or 
removed from canopy as one complete 
unit. Only a single operation is nec- 
essary for installation. All mechanical 
and electrical connections are made 
et one time. Photo above shows the 
aetails of Duratach construction. 


WHEELER REFLECTOR CO. 


975 Congress Street, Boston, Mass. 


NEW YORK 


Sales Office : St. Louis, Indianapolis, Los Angeles, San Francisco, Seattle 
In Canada: Canadian General Electric Co., Limited 


Sra es | ae 




























STEEL DIFFUSERS 





Duratach Glassteel Diffusers represent the latest 
achievement of Wheeler engineers. With Duratach 
construction, globe and lamp need not be handled 
separately; instead, they are removed from canopy, 
together with reflector, as one piece. Easier to in- 
stall, easier to clean and relamp, and far more eco- 
nomical, this unit brings a new convenience and 
efficiency to modern industrial lighting equipment. 
Our nearest representative will gladly give you 
complete information on Wheeler Duratach Glas- 


steel Diffusers. \Why not get in touch with him? 


ATLANTA CLEVELAND 
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Heavy Rigid Conduit 
Impervious to Acids 
Durable as the Building 


This is not a reason—but rather a result. Made 
of the finest steel that bends easily; smooth finish, 
tough glossy enamel;—these are the reasons that 
make Mohawk Conduit rigid, impervious and 


durable. 


The other reasons are: 
Smooth finish, tough glossy enamel. 


Pipe bends so easily, you hardly realize 
it is steel. 


Clean,even threads that make work ajoy. 


Mohawk may be had in either Indian Black {enamel} 
or Indian White {galvanized}. Ask your jobber or near- 
est Mohawk Conduit Co. branch. 


MOHAWK 


CONDUIT CO. Inc. 


COHOES.NEW YORK 


BRANCH OFFICES: NEW YORK - CHICAGO - PHILADELPHIA - BOSTON - INDIANAPOLIS - NORFOLK 
MINNEAPOLIS - DENVER - SALT LAKE CITY - SEATTLE - LOS ANGELES - SAN FRANCISCO - PORTLAND 
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Quick Make 


C-H Standard 
Duty Switeh 


Type eegye? 


















against Misdirected 
Carefulness 





IMID operators . . . those who think that slamming 


C-H Entrance in the contacts will somehow injure the switch... 
Switch for who cautiously, and oftimes only partially close the con- ; 
tacts... cannot damage this C-H Standard Duty Switch. . 


Lighting Circuits Quick make assures perfect contact... added years of 


C-H quality in a lighting circuit life. Contacts are slammed home by a strong spring. 


entrance safety switch. This C-H : A ° 
Sustich hens sienna ilies No slow burning of contacts . . . less arcing, for this 


and construction asthe C-H TypeC switch is quick break, too. 

—including molded, crack-proof = 

base. Quick break only but a high Of type “C” construction, the C-H Standard Duty 

aba enti song e pak Switch has many other features which assure its long 

one sizes from 30 to 100 amps. at ¥ A 

125 and 250 volts—and either life . . . and its easy installation anywhere. Molded, 

solid neutral, 2 or 3 wire. crack-proof case... heavy insulation . . . careful work- 
—— manship throughout ... and smaller, more convenient 


case... these features are typical of its design. 


It is made in 6 sizes from 30 to 400 amps. at 250 and 
600 volts . . . and carried by reliable jobbers. Our 
catalog describing this and other C-H T-V Switches 
for every service will be sent on request. 


CUTLER-HAMMER, Inc. 


The Trumbull-Vanderpoel 
Elec. Mfg. Co., Subsidiary 


1307 St. Paul Avenue 
MILWAUKEE - WISCONSIN 


CUTLER HAMMER 


High Quality Safety Sw Sches for Every Service 


(9472) 
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8-Sundries Tape 
Wadsworth ACCESSIBLE MAIN FUSE SWITCHES 
30 Amp. Switches 30 Amp. Switches 30 Amp. Switches | Meter Test Type Without End Walls 
23" ga '30 M228 6.20 Not $5.45 _— hae 
. ‘ 4 Vol D oO. > lo. i 
26 2.65 331 4.85 1450 3:65 | ‘So°* ‘os° For Plu "Pages One ec cue 
77 2 50 332 6 55 1450T 4.25 30 25 g Fu s One Fuse 7 OMB. ccc cae... 
30 155 340 475 1451 3°95 30 125 2&3 Fuse 748 3.95 756 $ 4.45 
30 250 Cart. One Fuse 738 ED Vad) eae ia 
31 1.55 341 5.05 1451T 4.60 | 39 250 ae 737 «4.85 742 | 4/85 
33 1.65 360 3.20 1500 4. 15 60 250 “ “ “ For 1 Fuse 766 15 95 
38 2. 361 4.55 1502 4.80 | 60 250 “ « « For 2 Fuse 764 16.85 765 17.70 
B : HL eee :-3 Lay bw 100 250 “ « « For 2 Fuse 718 25.60 719 27.40 
133 3.30 373 4.95 1512 5.10 Meter Test 3 Phase 3 & 4 Wire Type Without End Walls 
141 4.15 382 515 1532 10.00 r= = For aed ee mgs W 1 = =. = 
142 3.75 392 5.45 1543 5.10 . “ge « “ ok See = 
143 4.15 440 6.20 1612 7 O. . Sd Sa sa see. ah 30. 
44 4:55 441 6-55 1630 9:15 | 00-250 BH BH Bw IT 721 84.80 
14 . 4 . R5 © or “ “ “ “ “ a Te ee 7 7. 
‘s ‘= = = a 9.85 | 200 250 3 3 4 Baa? vebsest 723 «72.90 
= ie = 2-79 = 6.70 With Branches Combined 
i 40 46 é 4 7.05 ¢ R > > > =) 72 ~ 26 nf 
154 4.45 464 6.70 2441 ) Oe Tee te he hea ne - Te Se 
211 4.15 633 5.35 2161 7.05 | 39 125 “ow « 4 “ 784 6.00 
212 3.75 734 11.15 2462 6.70 30 125 “ “ “ 2 “ 785 6.65 oe" weeaee 
213 4.15 1013 4.20 2463 7.05 ; can ASR Ee 
214 8.75 10" 8.10 2464 6.70 | Not Meter Test Without End Walls 
1202 4 6.75 | ; 25 0 . on 
OS aa aos aaa S23 | BAB FerPire FeyenQue one He 8298 os os, 
33 3-3 y+ $.78 sess 4.65 | 30 230 For Cart.“ 757 4.55 758 4.55 
. ° J 9s “ “ “oe “ “ 7 52 4 5 = 
241 5.45 1322 4.15 3032 1.15/19 420 “«« « « « ie + a 
242 5.10 1323 4.75 3033 12.00 
248 5.45 1402 3.95 3532 9.10 
244 5.10 1403 4.25 3533 10.00 **UNISAFTI”’ 
271 4.00 1401T 4.55 3534 13.30 , : , 
272 4.00 1402T 4.55 3539 10.00 (Universal Standardized Switches) 
278 4.70 1403T 4.80 3632 16.80 - 
274 4.40 1411T 5.15 3633 21.15 | .. ____ All 30 Amps. , 
284 5.20 1412 4.25 3634 22 05 Number Pole Fuse Neutral Branches & Fusing Price 
292 4.00 1412T 5.20 3639 21.10 a. 2 Single 1-2-Wire 2 Fuses $3.25 
204 5.75 1423 4.75 sc aaa 235 - -* — . fs 3.25 
Wadsworth 237 3 Two Solid Le « 2 « 3.73 
60 Amp. Switches 100 Amp. Switches 200 Amp. Switches | 23? : . 2 a Se 3.75 
No. Price Number Price wogeer Price 238 3 “ Solid 4-2- « 4 « ree 
161 s 9.60 102 $15.70 $19.8 238 2 “ 3-2- “ 4 “ 4.85 
162 9.15 110 16.55 323 24.95 w ‘ 
71 135 12 18:70 133 31.90 METER SERVICE SWITC 
51.90 I Ww HE 
172 9.15 113 18.95 724 57.35 Susiadt Ceene s 
onan 7-3 ion Se ehas $2.00 | Fuses & Blades Dead Without End Walls 
1762 16.30 1034 16.50 1043 22.00 ee oe Pole. 3 Pole | 
1763 22.75 1712 27.35 1044 31 35 Amp. Volts Description No. Price No. Price 
1764 21.45 1713 35.40 2622 18.15 | 30 125 For Plug Fuses 232 $2.20 233 $ 3.35 
1769 21.70 1714 35.00 2623 21.45 60 250 For Cart. Fuses 364 15.05 365 15.95 
1800 15.70 1719 30.90 2624 40.85 Fuses Alive 
1802 16.55 1900 24.35 2629 19 80 | 30 125 _—‘ For Plug Fuses 330-1 $2.65 333 $ 3.35 
1803 17.40 1902 25. 3522 27 . 20 30 250 For Cart. Fuses 130 2.65 133 3.35 
1812 17.40 1903 26.10 3523 31.15 250 “ 360 8.45 361-3 8.90 
1830 19.10 1912 26.10 3524 43.15 100 250 “4 “ 310 15.05 313-4 15.95 
= FS i Bf BR 
1 : ’ 41. 
1843 18.25 1942 26.10 3623 47.35 SEALABLE MAIN FUSES 
1851 16.55 1943 27 .90 3624 53.20 Polyphase—3 Wire 
15.65 1951 26.10 3629 47.35 Without End Walle 
17.40 2130 25. 60 Amp 00 Am 
. 26. 400 Amp. Switches 3 Pole-3 Blades-For Cart. Fuses 250V. 332 sil "10 362° $16. ‘So 311 $26. 50 
.80 ‘ 
9 ? TYPE C SWITCHES 
2664 13.30 2614 25.60 742 61.65 as B 
3662 17.05 3512 14.65 743 75.13 sh Quick Break 
3663 22.05 3513 17.75 744 91.30 Description 
3064 24.00 3514 25 60 i748 75 15 Amps All Cart. Fuse te oe ne” 3 Ne 4 a 
3 ; 1 30 . } . 
3562 9.75 3612 24.85 1053 47.85 | 30 er on 632 $3.35 633 $4.40 634 8. 
3563 M Sele eee «SC kes ecedcs «SS, “sacs! wcuscen 











EXTRA END WALLS—SHUTTERS—TRIMS—ETC. 


Wadsworth 
Type of Trim 


Knock- Meter 
out & Shut- 








; Flat Extended Shutter Shutter ter 

For 30 Amp. 125 Volt Switches § .30 $ .50 $ .30 $.30 $.1 
. 2? 2 = “2 . 50 .65 .50 .35 naa 
> @& °F fe * Shab 65 . 83 .65 .45 25 
* = hae hu eh -75 .90 -75 .50 ene 
—— ieee Be Bs .82 1.00 .82 45 ° 
a | 2 US Be SF -90 1.10 -90 50 

i - aa =e 1.00 1.15 1.00 . 
[te * me *s * 1.10 1.25 1.10 55 ese 

Murray Switches 
ENTRANCE SWITCHES 
With End Wall 2 Pole 3 Pole 
Amps. Volts Description No. Price No. Price 
30 125 For Plug Fuses 1 Blade 1 Fuse 630 $1.50 a 
30 125 - = ~ @e* FF * 231 1.65 230 $2.25 
30 125-250 = & . : eeiesa 831 2.10 
30 125-250 For 2 ~artridge Fuses a6) \eweked 830 3.55 
60 250 > a art. F uses -3 Phase- 3 Wi TE... ween 760 17.40 
60 250 a ee whe Sokees 769 20.00 
100 250 a = wi Tx 3 ee a ee 710 29.05 
100 250 . * ~ - - = “eth - avenue 712 29.95 
200 250 iat ° > _ -s 3 gees. giitearas 720 60.75 
250 “ 3 . eek! as 4 ” seem Seeeen 722 68.85 














Bee eee «6 lat) =«6takcca. SP . .  aaiess ‘eonbeo 





100 Gane reeks SG lkce sannee Ge) ED “xeeas “deeaas 






Solid Neutral 125-250 
200 “ “ “ “ 

















END WALLS, PLATES & TROUGHS & ADAPTORS 






30 60 100 

Amp. Amp. Amp. 
Bed TA, 604 canketdcesaddeonenesed staenenbsd dene $.30 $.65 $1.00 
Rn «6a 5:6 wh de deSend cH6ESEbSOSERSENOTRERKERES 15 -25 -25 
CN POR, «cic cneiceceshatwheneeeesengheeewsns .30 .30 .30 
Trough Cover & Adapting Slide. ..........ecceeeeee 15 .15 .15 
Ws EES 6 io 0.0066 50656066506005466 0060 606b0N en seeeeserY $.40 
* — OO EE OEE IE Re eT Pe ee .45 
“ —_ ES I ee OES I ee .50 
. DP” rig gaehdéhehesaheedaseased sends beeaeeeeakeubates .55 
- ks So dweddas weetikGeSeends een ckecenneesasdeeneapeebeus . -60 
. A ee OE en re pe tr a .65 
. Ds indeed coWkvsecketR dahabseeheee ween anbas bene 75 











Diamond E Switches 















SMALL ENTRANCE SWITCHES, 30 AMPS. 








Volts For Fuses Description 2 Pole 3 Pole 

125 Plug All Fused P-2 $1.6 P-3 .75 

125 Plug Ground Neutral P-2S 1.65 P-3S 2.25 

250 Cartridge All Fused C-2 2.25 C-3 4.00 

250 Cartridge Ground Neutral ..... ..... C-3S 2.90 
ELECTRICAL CONTRACTING 














Switches 





ALL-N-ONE SWITCHES 























Live Front Double Fuse Dead Front Single Fuse 
No. Circuits Price No. Circuits Price 
A-3 2 $3.45 AD-3 3 $ 5.40 
A-3 3 3.80 AD-4 4 5.85 
A-5 5 4.15 AD-5 5 6.75 
A-7 7 6.€0 AD-6 6 7.95 
A-9 9 6.95 AD-8 8 9.30 
AD-10 10 11.25 
RANGE & WATER HEATER SWITCHES 
60 Amp.—125 Volts 
No. 501 No. 502 No. 503 No. 504 No. 505 No. 506 No. 507 
$9.90 $15.25 23 . 60 26.75 $20.25 $8.90 $13.90 
MOTOR STARTING SWITCHES 
MS-1 30 Amp. 3 Pole 220 Volts Quick Make & Break Toggle.. . $6.00 
COP SD Rum. S Pole B50 Volte Not Teams cc cccewews civccvoccesess 7.10 
SAFE LINE SERVICE SWITCHES 
No. 904 Single Pole 4 Circuits BONE is occ cn dccunesccuaee $7.85 
‘4 ee NP re eee 6.60 
INDUSTRIAL TYPE 
Quick Break—Single Throw—Fused Bottom 
250 Volts 
Amp No. Price No. Price No. Price 
30 3022 $ 5.40 3032 $ 6.75 3042 $ 7.90 
60 6022 8.10 6032 9.00 6042 11.65 
100 10022 11.65 10032 13.30 10042 24.10 
200 20022 18.25 20032 24.10 20042 39.75 
400 40022 44.85 40032 61.50 40042 87.20 
600 60022 78.00 60032 91.30 60042 131.10 
500 Volts 
Amp. No. Price No. Price No. Price 
30 3025 $ 9.00 3035 $ 8.55 3045 $ 12.45 
60 6025 9.90 6035 10.80 6045 13.30 
100 10025 13.30 10035 15.40 10045 26.60 
200 20025 26.60 20035 30.00 20045 43.20 
400 40025 68.00 40035 74.70 40045 116.20 
600 60025 96.30 €0035 103.00 60045 167 .70 
600 Volts 
eee 30 Amp. tO Amp. 100 Amp 200 Amp. 
Number....... 3026 6026 10026 20026 
a $15.30 $15.80 25.00 $38 .60 
Not Fused—Quick Break 
Single Throw—No Fuse Double Throw—No Fuse 
Amps. Pole Volts Number Price Number Pric: 
30 2 250 DC 3022N $ 5.00 3022DN $ 10.80 
30 3 250 DC 3032N 6.30 3032 DN 12.45 
30 2 500 AC 3025N 8.65 3025 DN 13.15 
30 3 500 AC 3035N 8.10 3035 DN 16.60 
60 2 250-500 6025N 8.10 6025 DN 13.15 
60 3 255-5 0 6035N 8.55 6035 DN 16.60 
100 2 250-500 10025N 11.50 10025DN 24.90 
100 3 250-500 10035N 11.25 10035 DN 30.70 
200 2 250-500 20025N 17.00 20025 DN 34.85 
200 3 250-500 20035 N 20.75 20035 DN 50.60 
400 2 250-500 10025N 49.80 40025DN 99 .60 
400 3 250-500 40035N 58.00 40035 DN 132.80 
600 2 250-500 60025N &3.00 60025 DN 141.00 
600 3 250-500 60035 N 99 .60 60035 DN 163.50 
~ 
S-SUNDRIES 
STEEL WOOD SCREWS 
Flat Head 
Price Per Dozen 
Length Number Up To4 No.5 No.6 No.7 No.8 
% Per Dozen $.05 $.05 $.05 $.05 $.05 
iio « - .05 .05 .05 .05 .05 
° o e .05 .05 -05 -05 .05 
u%” a sa -05 .05 .05 -05 -05 
° bad e .05 .05 .05 .05 .05 
id ve at -05 -05 -05 05 -05 
1 _ - -05 05 -05 -05 .05 
1" = “ -05 -05 -05 -05 .05 
134” a 05 -05 -05 .05 -05 
2 s = ecee .05 .05 -05 
2%" = pas onee nes .05 -05 .05 
2%” . pes eos eevee -06 . 06 -06 
2%" = " cece Seve -07 .08 -10 
a S nas cece eeee awe cone -10 
° “ « 
re “4 Os iee ake Lea 
Price Per Dozen 
Length Number No. 9 we. has No. 12 He. 14 ite. 8 
Per Dozen aie wees ‘ 
° s ad “eee eee “eee ere eee 
Be yr - $.05 $.05 —— aa eee 
° = on -05 -05 eon eee ove 
° ° oe .05 05 $.06 $.07 eee 
of S e -05 -05 -06 -07 nein 
1” es S -05 -05 .06 -08 $.00 
1%" be pe -05 -05 -07 .09 .10 
1%” pes a -05 -05 .08 .10 -11 
ad e e -05 -06 -09 -11 12 
2K" ye pa -06 .07 -10 oan .13 
2h” - ye -07 -10 -ll -13 .14 
2%" = ee -10 -10 -12 15 -16 
3 - ws .10 -12 -13 -16 -17 
3" e ve a .15 .16 17 .18 
4” - ™ ~~ .17 18 .20 


BRASS SCREWS 
Round, Flat or Oval Head 
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Price Per Dozen 
Length Number Upto4# No.5 No.6 No.8 No.9 
4% Per Dozen $.06 $.06 $.07 -08 ae 
44° ~ = .06 .07 .08 oo $.10 
4%" |< .07 .07 .08 .10 ll 
%” 53 = .07 .07 .08 ll +12 
+" « « .08 .08 .09 .12 .13 
14" oe erga wee. oe fl 
154” e ad e608 ee 14 15 17 
$” ° = ees6 Soe eee -20 -22 
2%" = 8 kame ute was oss sas 
2'9” ° = asee owe onee sexs os 
3” a a aece oe eae eee joes 
Price Per Dozen 
Length Number No. 10 oe - No. 14 No. 16 Net 1s 
% Per Dozen wines owe eee ‘ie 
56° = - $.11 ‘rit iaakal bee " 
%” ge ye -12 $.14 ocuke cee ae 
%” . pos .14 15 ates cece cease 
ad et ot 15 .18 $.22 eee ees 
1\" 12 e 16 -20 -24 seee o+ee 
149” « e -20 25 .32 chine avian 
2” ” yas - 26 .30 -40 $.50 $.60 
24" © se -30 -35 45 55 -65 
2” “ - ° -40 -65 75 
3” - a aden 45 .60 -70 85 
For Gross Lots Multiply dozen price 7 times. 
LAG SCREWS 
Length 3” 3%" 4” 4%’ 5” 6° 
34” Price Each $.05 $.05 $.05 $.05 cal ee 
a” © as ea ax .07 .08 $.09 $.10 
STRAPS—CLIPS OR CLAMPS 
Without Screws, For Pipe 
-847 be tad ” 1° 1K" 
Tinned Straps 2 Hole Price Each $.01 $.01 $.01 $.01 $.0)) 
Light Steel Straps-1 Hole Price Each .93 -03 .05 .07 08 
Mall Iroe Straps-1 Hole PriceEach .... .07 -OR — ane 
P & S Conduit Clips With Bolts “ een .10 14 18 .22 
1%” gf 2%" 3” 
Tinned —} 2 Hole Price Each........... $.02 $.03 $3.04 $.05 
Light Steel Straps-1 Hole Price Each........ -10 15 .30 .45 
Mall. Iron Straps-1 Hole Price Each........ -25 .45 70 -95 
P & S Conduit Clps With Bolts “.......... .26 
SOLDER 
40-60 50-50 Allen 
Bar or Bar or Resin Ribbon Alumi 
ire Wire ore 30-7 Flox 
Por Peatt.ceccescen Gee $.85 $1.15 $.80 $2.70 
Per Ounce. ........+. -10 .10 .15 .10 .20 
SOLDER PASTE 
Half One 
2 oz. 2 oz. 4 oz. Pound Pound 
Make Cans Tubes Cans Cans ans 
BOM 6 0s onccccess -» §$.30 $3.40 $.55 3.90 $1.50 
NS RS ee -20 pea .30 .40 70 
Crescent. Se Scececcoess .25 -35 55 1.00 
aah aes eS 4 babe sae .80 1.50 
Highland é0ne sianees .30 ‘ten .80 1.50 
Nokorode........+++. -20 sese . 80 1.50 
SOLDERING SALTS 
\% Lb. . 
Darnley. .ccccccecs Se RNs 05.06. 0250060605 texnaee oooe Ge $1.00 
BOOB. coccocccccese - ° 0 1.50 
, een 7" = - Sie . 65 1.00 
DEets CUSISORE. cc ccccccesecesce < .75 1.9 
Nokorode........-. AE RRC CR eR Li aa . 85 
ee Pe PN Pisce. cccucascccecucsveses .75 1.00 
SOLDER STICKS Price 
DeseleGs.. ccccccdesosccccccecevescocccesoesecvecees eecrccecoecoce $.20 
aco..... ecccccccccececes COerecscovccsecsorscecseseoes eoceccccece .25 
Samso... ccccce eeeepe HeeewhOGRSRAESe hobo esss.660EEss o60sew nerves .30 
Ps iu 6p ahs 60088 669 08O46bh06000004690069 600 0060880064 cautanse 40 
Eg. gence db aon +0 Seuens0esb6seeb00 1 c400n sae .25 
ie nibhedhebné- bbe kh bebeeev0seseesee kes 64040 b0sbesEReeee .25 
FIXTURE STUDS . 
Four Prong Fixture Studs Less Bolts. ..... ladveeuebabeadie ee $.15 
Rolts Extra.... .-.-- (chad dk 4545 kh weeks we rkees CoO .01 .01 
Sin Dias Pees DORR. kc 0.b0a6 09 0005s ecesereeesenees ssnest oie 15 
STAPLES 
Staples Insulated Nails Per Dozem.......eseseeereesceeeresteseees ss 
Leather Nail Heads Per Dozen.............. bencevseseesecceeseunve .05 
Milonite Insulated Nails Per Dozen. ............+.- 6 90604066-0-000Mi eS -05 











Wires 





























FRICTION TAPE 
Per 

Per Half Per 2 Perl Per 

Pound Pound Ounce Ounce Foot 

Amazon eee $3 .60 $ .30 -10 $.05 $.01 
here = Seecccoesecs -65 .35 -10 -05 -01 
Bulldog Pe peeeseetees -70 .40 -10 -05 -O1 
Cataract e peseennsece -55 -30 -10 -05 .O1 
Commodity e ecesnusenee .55 .30 -10 -05 -01 
Dutch Brand “ ecccccese -65 -35 .10 -05 -01 
Everstich ps ecceeesecce -55 -30 -10 -05 -01 
Eaco - § g8eeee aebes -95 .50 -15 -10 .02 
. E. e puqebadhede 55 .30 -10 -05 -01 
Grimshaw pe eceeese 1.95 1.00 .20 -10 .02 
Holdfast a eecsvsccce 6D -55 -15 -10 ante 
Holdtite 54 eeseees .75 .35 -10 -05 -01 
IXL Se sneeeenaeee .65 .35 .10 -05 .O1 
Illinois i. wrenesunwks .55 .30 .10 .05 .01 
Johns Manville Armature.......- 1.75 -90 -20 .10 .02 

omanco : F ‘ ‘ 
1.15 60 15 10 02 
“ e Pee 35 -70 .20 .10 .02 
« - re 4 Now No. &. 75 -40 -10 .05 .O1 
« @ .60 .30 -10 -05 .O1 
i ee er ee Pee ee .60 .30 .10 .05 .O1 
SET. cease Sbtbtneneneeseetece -70 .35 -10 .05 .O1 
i. ¢ cudduegeeseaeheeesee 1.20 -65 -20 -10 -02 
Magnet....... bebensecoedécns - 75 .40 -10 -05 .O1 
0. & ooeenscess o00eeeseeeees -60 .30 -10 -05 -01 
SS Bis ccoces ececee $006 ae -55 -15 -10 -02 
POOTIOED. cc cccocccesocceoceses -60 .85 -10 -05 -O1 
Ps s40ebesdesnenes eveeeses -90 .50 -15 -10 .02 
BREE 5. o eccedrdocnnceseseoss -55 .30 -10 -05 -O1 
htcieeneeowneen eoseusese 55 .30 -10 05 .O1 
WN Wodins stn acencswecneneese -55 .30 .10 05 -01 
We cee phic acone san iecenie 1.10 .60 -15 -10 -02 
W. E. Railway Signal........... 1.00 .45 -15 10 -02 
USSR eats 
Amazon PTT Tere 45 $.15 3.10 $.04 
Alexall ~ speeweenueen ‘ : ‘0 $-35 -15 -10 .04 
Alpha  peeseebunns 1.15 .60 15 -10 04 
Brooklyn yen eeecssece -70 .35 .10 -05 -03 
Cataract * escactenes -70 .40 -10 .05 -03 
Dutch Brand - eedeceeee -70 135 .10 .05 .03 
Eleca S reeasees -60 .30 -10 .05 .03 
> ie  ewnesseess .60 35 .10 -05 .03 
Holdfast - sence eoocoe «3D 60 15 -10 .04 
Imperial ~ oseeee 6 .65 35 -10 .05 .03 
Illinois yes eosnenes .60 35 .10 .05 -03 
Okonite we neeesnenees 1.55 -80 -20 -10 .04 
Para yes eeecece 75 40 -10 -05 .03 
Pittsburgh - seeeene oe -70 85 -10 .05 -03 
Relio ~*~ sennnetaed .65 .30 .10 .05 .03 
Security bad .55 .30 .10 .05 .03 
. S. Rubber ~ Seendeswens .65 .35 .10 .05 .03 
W. E. Victor = .55 .30 .10 .05 .03 
BUCKEYE TIME SWITCHES 

Without With 

Term Term. 

Box Box 
110 or 220_V.-Sgle or Dble Pole-10 A............. cones $19.50 $28.00 
” = eS - = ” Dire 60eeebereseneseses 23.00 30.00 
- SRP S FS BS Bakes ecaccecuwecesaes ’ .00 
4“ “ “a 30.00 36.00 
Specials i chil isin tik aL eh ete en hata dis ora agua abi 26.00 30.00 

Buckeye Combination Time Switch Remote Contro! Unit Complete 

ac. Capacity ap to 125A. -110 or 220 Volt- 2&3 Wire <« 3 












HARTFORD TIME SWITCHES 





10 Amp. 20 Amp. 35 Amp. 50 Amp 
Type B Single or Double Pole. ..... $36.00 £39.00 $42.00 $50. 
Type B in “ “eee 38.00 41.00 |: ee 
Type C Single or Double Pole.. 39.00 42.00 47.00 52.00 
Type Ck ko eee 41.00 45.00 49 00 erie 
Type G Apt. HallLight ControlD.P. 38.00 .,.... OS) a 

PARAGON TIME SWITCHES 
Indoor All 250 Volt Outdoor 

No. 1—$47 .00 30 Amp. Double Pole No. 2—$47 00 
No. 1— 59.00 — = ” ~ No. 2— 59.00 
No. 1— 59.00 30 “ Triple = No. 2— 59.00 
No. 3~ 45.00 20 “ Double “ No. 4— 45.00 
No. 3— 40.00 a = No. 4— 40 00 
No, 3— 45.00 10 “ Triple ad No. 4— 45.00 
PR ca cicciddedecacvesscnccensesevecceesncees $5.00 
Attachmentfor Turning onearlier... 6... 6 eee eee -- 5.00 





Racine Ty 
Reliance 





RELIANCE & RACINE SWITCHES 


1R-2R. 
ype 10-20- 30-50. 
Reliance Type 15 Triple Pole 


10 Amp. 20 Amp. 
$19 50 $23.00 
28.00 20.00 
nee ese 32.00 


30 Amp. 50 Amp. 


TORK TIME SWITCHES OR CLOCKS 


Description Indoor Outdoor Switchboard 
Single Pole 15 Amp. 125 Volt #115—$20.00 #215—$25.00 a 00 
Double “ 30 “ 250 #130— 25 ere 
Single “ Double Throw #166— 25. re ae ere pick <a 
Double “ Momentary Contact #1lI— 25.00 .... ...... ee ae 
Dble. Pole 30 A. 250 V. Windless #730— 60.00 #830— 65.00 #930— 58:00 

Combination Type—with Clock and Contactor 
For AC Only Description For DC Only 

No. 76062 -00 60 Amps. 2 Pole No. 75062 $ 70.00 
No. 76102 75.00 100 “ 2 Pole No. 75102 125.00 





ZENITH TIME SWITCHES 








Closed Face Open Face Open Flush Mount 
Amp. Volts Pole Numbers Price Numbers Price Numbers Price 
10 110 Sgl. T-810 De Scecutineh ecebek) Showhidwes dense 
10 220 Sel. 
Mom. Cont. 110-MC 28.00 115-MC $30.00 125-MC $34 .00 
10 220 Dbl. 
On-Off 1101 20.00 1151 22.00 1251 26 .00 
20 110 Sel. 119-ABCG 26.00 115- * ans 28.00 125-ABCG 32.00 
20 220 Dbl 1102 23.00 115 25.00 1252 .00 
20 220 Dbl. 110-B&G2 30.00 115- *B&G2 32.00 125-B&G2 36.00 
20 220 Tri. 11023 28.00 11523 30.00 12523 34.00 
30 220 Dbl. 1103 25.00 1153 27.00 1253 31.00 
BELL & TOY TRANSFORMERS 
50 to 133 25 to 40 
Secondary Cycle | Cycle 
Name Style Watt Volts No. Price °. Price 
Steel Clad Bell 25 Single 86 $ 1.30 1.50 
- - ne 25 Three iT 1.55 T 1.75 
Porcelain Bell 25 Single 87 1.55 87 1.75 
Out. Bor Bell 25 * ER 1.55 86ER 1.75 
ED- Heavy Duty 50 8-16-24 88 4.60 88 6.10 
WARDS ot ” 75 - 89 6.95 89 7.65 
= = 100 . 96 8.10 90 9.00 
Toy 50 3 to 18 870 3.85 870 4.50 
pa 75 3 to 24 871 6.35 871 7.65 
- 100 2to30 872 9.50 872 11.40 
* ‘Bell Residence 12 Volt 2332 1.30 192340 1.50 
G.E. Box Type 12 2488 1.45 2490 1.60 
Heavy Duty 50 8-16-24 2333 «445.10 9 7.10 
aa ™ 100 10-20-30 2334 8.05 2340 11.20 
Mold. Single 25 8 Volts 221 1.50 
Mold. 3 Circuit 25 6 to 18V. 222 2.00 
HEMCO Steel Sgle.Cir. 25 8 Volts 225 «1.45 
Steel 3 Circuit 25 6 to 18V. 226 «61.65 - 
BoxTy’eSgle.Cir.25 8 Volts 227 1.50 wes 
ype3Cir. 25 6 to 18V. 228 2.00 cee 
Wizard 25 10 Volt 230-101 1.30 230-102 1.50 
Nucode 25 11 Volt 230-111 1.45 230-112 1.65 
Tri-Volt 25 6to18V. 230-121 1.45 230-122 1.65 
Porcelain 230-131 1.45 ease 
Little Jeff Toy 50 5%-13 535-101 3.65 535-102 4.30 
JEF- Midget Toy 75 5%-22 535-121 4.50 535-122 5.40 
FERSON Model 2 Toy 100 54-23 535-131 6.65 535-132 8.25 
Model 3 Toy 150 1-30 535-141 8.55 ts 
Heavy Duty A 50 6t0o 20 231-101 5.00 231-102 7.10 
= “B75 6to 20 231-111 7.60 231-112 10.10 
e “ C 125 6 to 24 231-121 10.15 231-122 12.80 
- “ E 250 6 to 24 231-141 20.80 231-142 25.65 





eee ee eee eee eee ee eee eee eee eee ee eee eee eee eee 


Blue Bell 


1.25 TT 

Tri-Volt 20 6t016 6163 1.45 6126 1.40 

KILLARK Box Type 10 8 Volt 7166 1.45 eons 
Porcelain Case 10 8 Volt 4166 1.45 





A Single Volt 3. 

Three 25 6tol4 A-13 1.55 A-13 1.75 
50 6to 14 B-1 4.10 B-1 4.50 
. oe 75 8 to 24 C-1 6.00 C-1 6.75 
RITTEN-D “* « 125 15 to 40 D-1 9.75 D-1 12.00 
HOUSE Porcelaia 25 AP-1 1.45 AP-1 1.75 
Box Type 25 8 OB-1 1.50 OB-1 1.75 
Toy 1-lunior 50 No.1 3.75 ie ase 

“ — 2-Senior 100 No.2 6.25 

“ 3-Niagara 150 No.3 9.50 

$-1 Sgle. Volt 15 S-1 1.30 

8-3 3 Volt 15 S-3 1.40 

STAN- D-1Sgle. Volt 25 D-1 1.50 

LEY D-3 3 Volt 25 D-3 1.70 

PATER- HD-1 3 Volt 50 HD-1 5.35 

SON EHD3 100 EHD-1_ 6.65 

3 200 18.00 

8 300 21.00 

NOTE: For 220 Volt Transformers add 20% to above prices. 





No Amps. 
101 2 
111 10 
121 15 
201 2 
211 10 
221 10 
321 25 
341 40 
401 100 
431 200 
461 300 





SAUTER TIME SWITCHES 


All 115-230 Volt A. C. & D. C. Single Throw. 


Poles Description 

1 Clock operated, key wound 40 day clocks 
1 “ “ “ “ 40 “ “ 

2 “ “ “ “ 40 ‘ “ 

1 = Self winding 40 “ Ps 

1 “ “ 40 “ “ 

2 “ “ 40 “ “ 

2 Motor operated self winding clocks 

2 “ “ “oe “ “ 

2 Motor operated Oil Break self winding clocks 
9 “ “ “ “ “ “ ‘ 
9 “ “ “ “ “ “ 











RUBBER COVERED WIRES 
Special Price on No. 14 S.B. Wire 
Per Foot 
i Ges GN 656k a0 06s ee eeabukesees 0dndteeeseseenes -- $.01% 
ON eee Tee TT TTT TT TT TTT TT Te TTT 01% 
Price Per Foot 

Other Sizes . 18 No. 16 No. 14 

Fixture Wire See eccceweneneces se Oi oe cas 

PEs ss 000 cccccecesesecee  sONes -01 jones 
Solid Single ies cheveseconnn ptnenaee ae .01% See Above 

PE teks csvacodescksanauesece .01 01% $.02 


ELECTRICAL CONTRACTING 











Wires 





RUBBER COVERED WIRE—Continued 
Price Per Foot 
N 


No. 18 o. 16 No. Ya 

Se et. a ok 0.0 000%euneeencknes 01% 01% 
SG. O Sentesdsgessaussdesen’ lomneaeee taeeuee 02% 
Duplex anal Braid Mine detnbsoenusena hn. buena eweses -041%4 
u ee seas ex peonderadetnbecséd, Chaat... ease -05% 

Price Per Foot 
Other Sizes No. 12 No. 10 No. 8 No. 6 
Fixture Wire Sere eentated: aaneed.-. skeatea. “pAtaeaet | <oe0ee 
RE s 65.060.400%606.- 40500  ‘Meeexy ‘seende - Jesecs 
Solid Single Beaid, ..0 ccccccecses 3.02% $0314 .05 $.07% 
Se gabe Cass tadowke .02% .03'% .05 .08 

Stranded Sele. Braid............ .03 .04 0516 . 0834 
A.  vckacekeees .03% .0414 .06 .08'6 
Duplex Siogie ae Salataceps laren secs .06 071% | ee 
We Subtwenneduns .0634 .08% . Gerrree 





LARGER SIZES DOUBLE BRAID STRANDED 


Price 


Per Foot 

















Price 
Size Per Foot 
I Os cb kecdad occa kakheed abeeedneweeenadaheanaennee $ .53 
lin 6 Cee sd RSET ESET REE SEER EER h Ke eeEe be dkeKe .63 
EE 5s ands eh ens ewe Sh ok RAD es Ahead eed ae ae ee .72 
in bb. o-0u0 one 8G0 sedi dod KOSS + Ree aebadnlsakhcnie® . 81 
OS aS soadedousonsesness nbsbbouwepen sees .93 
500, da os00 3600 Keeeeacigad LdMeSOORECEODIS eee REeRGeess 1.00 
GS Ms < o 6 one ceehdbkeae ees Ghd eee eneens ebeneenbaneees 1.21 
CE SS een es eas PAbeses eee tene 1.40 
Es Me 6 50.006 4a aek Gs nee 656 SdReRRERRCERERORONSS OREN SS 1.48 
Se eee Se Pe are Sate 1.60 
Te Cas at 00s 6. ode RHE CRNM RS CKD EDER OR NOREEES REN ken 1.78 
RE es lin bkcces ncn cede, os 0edee Hdedeedls Obeeehhee anes eekeee 1.95 
WEATHERPROOF WIRE 
Triple Braid 
Price 
No. 18 No. 16 No.14 No.12 No.10 No.8 No.6 
Per Pound Eee $.64 $.60 $.58 $.56 §&. = $.48 $.46 
DEE scont <hauln,.eecue oie cael -53 .50 
Per Foot sha a .01 .01% .02 .02% 03 
“= Stranded......-. 01% .01% .024% = .03 .03% .04% 
Number Feet Per Pound... 90 70 40 30 20 3 
EXTRAS—For slow burning W. P. Wire—Per Pound Extra......... $.01 
‘or Twisted Pair W. P. Wire—Per Pound Extra......... .02 
For Double Braid W. P. Wire—Per Pound Extra........ -01 
For Medium Hard Drawn—Per Pound Extra............ -00% 
For Armored Cabies See Page PL-9. 
ANNUNCIATOR—TELEPHONE WIRE, ETC. 
Description No. 18 No. 16 
Solid Light 4% Per Foot bdeaheneeat $.01 $.01% 
Fixture eee = — sescumebnens 01% .01% 
Wire . Stranded oe oe) es paneebawe .01 .01% 
ee ere -01 .01% 
Annunciator Wire 
Description No. 18 No.16 No. 14 No. 12 
Single Per Pound...... .68 -66 ae senses 
"eee .00% .00% .O1 
Twisted or Dup: ex Per Pound...... -70 68 .66 
3} en .01 01% .02 
Office & Damp Proof Wire 
Single Per Pound...... 86 -81 \ oa 
2 ee ‘01 Gun nn. <.” wha 
Twisted or Duplex Per Pound...... .89 ee, pe Ao 
gee .02 oa — — senews 
“Deltabeston”’ or similar 
Single Stranded Black Per Foot...... .03 .03% $.04 $.05 
Single Stranded Colored Per Foot.. .04 .04 .05 .06 
Single Glazed Cotton Per Foot. ...... .04 .04 .05 .07 
Single Artificial Silk Per Foot........ .04% .05 -05% .08 
Dupiex Glazed Cotton Per Foot...... -08 .09 -10 ee 
Duplex Artificial Silk Per Foot. ...... .09 .10 a 
Twisted Pair Glazed Cotton Per Foot. .08 .09 .10 
T wisted Pair Artificial Silk Per Foot.. .09 .10 -11 
Asbestos Range Wire 
Description No.18 No. 16 No.14 No. 12 
Asbestos Range Wire or Switch Board Wire 
OPA re er i ae ee $.10 $.12 .13 .15 





COVERED TELEPHONE WIRES 
No. 22 No. 20 No. 19 No. 18 No. 17 No. 16 No. 14 


$.03 $.03 $.03 $.04 $.04 $.05 $.06 
03 .03 -03 .03% .03% .04 -05 


Inside Ph’ne Wire Per Ft.. 
Outside “ 
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GALVANIZED TELEPHONE WIRE 
Size BWG o.4 No.6 No.8 No. 10 No, 12 No. Hs 
EBB Extra Best Per Pound... _ . 3 $.13 $.13 $.13 $.14 §.1 








B. B. Best Best -12 SS 12 12 -13 le 
Steel . " ‘ll ae ‘lool ‘12 .13 
Weight Per 1000 Feet........... 153 112 74 49 32 19 
WOE PT iis oi cccsctwcces 811 590 390 86.258 170 99 
WIRE, MAGNET 
Price Per Pound 
Plain Enamel- Enamel- 
Single Double Single Double Enamel- ed Single ed Double 
Size Cotton Cotton Silk Silk ed Cotton Cotton 
8 $ .95 $1.00 ipoae . ' ommaeine $ .95 $1.00 $1. 
10 .98 Se sxeeke  aeemiae -97 1.04 1.07 
12 1.09 ae’ < hea . . exenile 1.00 1.06 1.09 
14 1.05 1.10 aa et 1.02 1.08 1.12 
16 1.07 1.12 $ 1.45 $ 1.60 1.05 1.10 1.20 
18 1.09 1.15 1.50 1.80 1.08 1.15 1.30 
20 1.15 1.25 1.70 2.45 1.10 1.30 1.35 
22 1.25 1.35 1.80 2.20 1.12 1.35 1.45 
24 1.35 1.50 1.90 2.40 1.15 1.45 1.60 
26 1.45 1.70 2.05 2.50 1.27 1.7 1.90 
28 1.70 2.05 2.20 3.05 1.40 1.95 2.25 
30 1.95 2.35 2.95 3.95 1.50 2.20 2.50 
32 2.35 2.95 3.70 5.50 1.70 2.85 3.50 
34 2.95 3.65 4.85 7.30 1.80 3.65 4.70 
36 3.70 5.05 6.50 9.30 2.25 5.00 5.80 
38 5.95 8.50 9.70 16.00 ee sese oece 
40 8.65 12.95 15.60 22.40 ° oe 
NOTE: For odd sizes use half the increase of next ‘larger si ze. 
For \ lb. lots use one third of above prices. 
For one ounce lots use one tenth of above prices. 
Price Per 100 Feet Enamel- Enamel- 
Single Double Single Double Enamel- ed Single ed Double 
Size Cotton Cotton Silk Silk ed Cotton Cotton 
8 $5.00 $5.25 $4.70 $5.25 $5.35 
10 3.00 3.15 2.75 3.15 3.30 
12 2.00 2.15 1.80 2.15 2.25 
14 1.80 2.00 1.70 2.00 2.20 
16 1.00 3.05 95 1.05 1.20 
18 -65 70 55 .70 .90 
20 50 55 45 55 -70 
22 35 -40 .30 .40 -50 
24 25 .30 -20 .30 40 
26 15 me .13 -17 .20 
28 10 15 10 15 18 
30 -10 oben .10 -12 015 
32 -10 -12 -10 -12 -14 
34 .10 12 10 12 14 
36 -10 12 -10 -12 -14 
38 .10 -12 10 -12 14 
40 .10 12 -10 -12 14 
Note: Prices per 100 feet are bigher than per pound rate to cover cost of 


measuring and should be used oniy for small lot sales. 


LEAD & RUBBER COVERED WIRE AND CABLE 











Size Conductor 
Solid Stranded 
Tis. OG Feet Bet Pett... icscsdecvscave Oe ee $.05 $ .06 
_a - = - -06 -07 
—_— oo * -08% -09 
— ff * .10 11% 
—_ | 17 -18 
a a <= - Sakecds Seweeseneselsadeneneees 6benee 22 
i eovcce 025 
ae  - © (9 vavessabceaceaaesebaupesebaeen oesae .30 
a 5 S| OCU: ppeetakshaceunneadieediaecees) beckon 36 
ae << — *  . cep beenenemasae MEbeeamiesenic satel -42 
ae - — — ccubedavcengudiabsdeebenesacan: shatds -47 
inn) — - ™ cppacasmbeneseneebhesureniaet abebrte .54 
No. 4/0 “ esse -63 
i, Pn 6 wesmesaueesaseseeactdsbkeseues b4c6es -78 
DL  ccsecisbiehecbeesAAGGleatetieene scenes .88 
350,000 C. M. on0ee -99 
PIL. | ckstccedtesecneckskbbasheeeecab o4tace 1.08 
DE: “<i sapadadeee eich Veeneeeebenseeas “edaeele 1,28 
PC — scveccnbhelecns stiwecehdntusneeed. “ebeud 1.58 
inc nedeenvekdenakligasdcsdumawan, /aeood Re ys 
750,000 C. M. ebeoee 1.89 
Ss," wrrhceacdudanses Ad ced ae Gkeaeess, eebecn 2.00 
pony oy M. cocese 2.20 
LS.” "Ss. «6 os erties Sebneersbacsiene’) b0enie 2.35 
NOTE: Above prices are based on following quantities: 
No. 16 to No. 8 Less than 100 ft. 
No. 6 and larger less than 50 ft. 
Three (3) 
Size Duplex Conductor 
Solid Stranded Solid Stranded 
Moe. 236 Petes Per Path. oc ccccoccescvs $.08 Fr ee > .21 
No. 12 et eenduyeenehe -12 14 -22 .25 
No. 10 “* a  éeekeetueaeneun -14% 16 -27 .33 
—_— 2 * yes ovcccsecoee -17% 20 .33 .37 
No 6 “* en e. deamieneck nine 29 33 45 53 
No. Ss Bs + 6 4kensbbagendes ee6 43 eees Ja 
—- © danessseenuee ° $0 .58 .90 
No. 1 “ _. $9060 6006006 cece 72 eees 1.38 
a Ee A ee eR ae BY .83 1.40 
No. 2/0 * - im  cénaekeaeiiae cece 1.00 ° 1.60 
No ne. Oe eee : 1.18 1.83 
4/0 “ S Oe a i i deel 46 2.20 
NOTE: Above prices are based on following quantities: 
No. 16 to No. 8 Less than 100 ft. 
No. 6 oat larger less than 50 ft. 
STEEL TAPED PARK CABLE 
600 V. only 
i 1 Cond. 2 Cond, 3 Cond 
No. 12 Solid......... Tey Tee TT Ter $.18 $. 26 $.40 
No. " Mein apibetabent ane 6k -22 .29 .45 
No. cusa wabbetsstaeaeieenbes .24 34 53 
No. 8 Stranded .evaeenebedunseeaeen 63 


ET re 87 
NOTE: Above prices are based on quantities of 100 to ‘249 feet—Prices on 
smaller quantities are higher. 

Prices on Park Cable over 600 V. are higher. 
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FOR 






PROFIT 


YOUR 


COMPLETE SALES awa 
MERCHANDISING PLAN 


... That tells you where and how to sell Electric Ven- 
tilation—that gives you complete samples of American 
Blower literature, technical data, and sales helps. 
Inspect it yourself—visualize your own opportunity in 
this fast growing business. This sales plan as well as 
American Blower literature is furnished free to jobbers, 
dealers and contractors. Send for your copy today, 


AMERICAN BLOWER CORPORATION, DETROIT, MICH. 
CANADIAN SIROCCO COMPANY, LTD., WINDSOR, ONT. 


















uu COUPON 


Please send me, without obligation, your 1929 Sales Plan. 


Name 





Firm 





Full Address 


BRANCH OFFICES IN ALL PRINCIPAL CITIES (872) 




















MANUFACTURERS OF ALL TYPES OF AR Dw noune EQUIPMENT SINCE *eer 
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ELECTRICAL CONTRACTING 





this summer for New York City | 
building trades. 

The three electrical contractors | 
whom the union refused to recog- 
nize, are the Harry Alexander 
Company, Inc.; the Tucker Elec- | 
tric Company, of which James R. | 
Strong, former president of the | 
Association of Electragists, is | 
president; and the Erickson En- | 
gineering Company. These con- | 
tractors stood with the Building 
Trades Employers’ Association 
when the Electrical Contractors 
Association withdrew in a body 
earlier in the year at the time 
the electricians were separately 
granted the 5-day week. Under | 
the new agreement, the union will | 
not discriminate against these | 
three contractors. 


The arbitrators will take up the 
fixture problem to determine 
whether the union can require all 
fixtures which its members shall 
be asked to hang to be union 
made, or if it can require that 
fixtures be wired on the job. A 
strike has been pending against 12 
large non-union fixture manufac- 
turers since February 1. 

The arbitrators will be Supreme 
Court Justice C. T. Crain, Robert 
D. Kohn, an architect and an elec- 
trical engineer, to be_ selected. 
The first session of the arbitrators 
will be held on June 20. 








ONE HUNDRED YEARS OF 


SERVICE:—The Herman  Andrae 
Electrical Co., Milwaukee, Wis., is 
mighty proud of the service record of 
these four men, whose work is the 
supervision of jobs in construction. 
Left to right: Walter Schwarz, 18 





years; Al Tellier, 30 years; Jack Tellier, 
40 years, and Aaron Bocker, 12 years— 
100 years in all. 
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A Superior 
Industrial Socket 


A husky, weatherproof socket, guard- 
ing property and profits in millions 
of places throughout the industrial 
world. A positive protection against 
the ravages of dampness, dirt and 
corrosion. 

Heavy interior porcelain insulation 
and thick exterior shells of copper or 
aluminum prepare the Benco Sockets 
for limitless service outdoors or in- 
doors. The unusually strong X-type 
fitting will “stand a wrench.” 


The Benco Pull Chain Socket is as 
weatherproof as the Keyless. A 
straight-down inner-pull chain con- 
trol permits a full covering of the 
mechanism. And where necessary 
the Benjamin Strain Relief Cord 
Grip eliminates all strain on the 
wire connections. 


A standard thread on Benco Sockets 
takes any style of reflector required. 


Our nearest office wiil gladly furnish 
full information on Benco Sockets 
and Benco Threaded Accessories. 


Benjamin Electric Mfg.Co. 


General Offices and Factory 


DES PLAINES, ILL. 
(Chicago Suburb) 


New York Chicago San Francisco 


TRADE MARK 
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PAT'D AND PAT. APP. FOR 


HE AMCO master line of hanger equipment is 

complete—beautiful and harmonious in design 
with 12 striking points of superiority that get the jobs 
for you . . Attractive prices allow you the most 
margin of profit . 


THE ART METAL CO. 
1800 E. 38th St., Cleveland, O. 


ACT NOW! Mail Coupon Today 


The Art Metal Co. “Hanger Specialists” 
1800 E. 38th St., Cleveland, O. 


Send me your new catalog of money makers. My jobber’s name and 


address is 


Fe am 
City. 

















List of Approved Materials 
Available 


The complete list of approved 
electrical appliances and materials 
as inspected by Underwriters’ Lab- 
oratories issued each year as oi 
April is now available for 1929, 
and may be had by writing direct 
to the Laboratories, 207 E. Ohio 
Street, Chicago. 


* * * 


Tomlinson New Oregon Field 
Man 


J. R. Tomlinson, one of the prime 
movers in getting the Oregon 
Electragists organized, has been 
selected as field man of the organi- 
zation for the state, taking up his 
duties on May 16. 





J. R. Tomlinson 


The summer meeting of the Ore- 
gon Electragists will be held at 
Eugene, June 17 and 18. The gen- 
eral meeting will have papers on 
accounting, illumination, codes and 
inspection, and management. 

On the eighteenth, the jobbers 
and Electragists will fight it out 
on the golf course. This is the 
second contest between the two 
sides, the Electragists winning the 
first battle last August. 


x * * 


New Kind of Additional 
Outlet Campaign 

The Electrical League of Erie, 

Pa., is promoting a new kind of 

additional outlets campaign to de- 
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480 Park Avenue, New York 
City — another fine building 
using Youngstown-Buckeye 
Conduit. 


Architect — 
EMERY ROTH 


Electrical Contracter— 
Ss. W. HUROWITZ 


Protecting 
the Wiring 
for Future Generations 


‘ta NAME Youngstown- 
Buckeye is a safeguard of 
conduit quality and a symbol of 
lasting conduit service. When 
the electrical wiring of a build- 
ing is encased in Youngstown- 
Buckeye Conduit it is soundly 
protected for future genera- 
tions. Thousands of buildings 
are giving tangible proof of the 
permanence of the protection 
it affords. 


Youngstown-Buckeye Conduit is made to serve for decades. It 
is tough and rigid, yet bends easily without danger of splittin 
at the seams; it has a durable, moisture-proof ecronaaiead 
or enamel pray. Dee will not chip or crack upon bending; 
and it is easy to thread—easy to install. 


It will pay you to use Youngstown-Buckeye Conduit on your 
work, too. 


THE YOUNGSTOWN SHEET AND TUBE COMPANY 


One of the oldest manufacturers of copper-bearing steel, under 
the well-known and stablicbed trade name “Copperoid”. 
General Ofices—YOUNGSTOWN, OHIO 


DISTRICT SALES OFFICES 


ATLANTA—Healey Bidg. DETROIT —Fisher Bldg. PITTSBURGH—Oliver Bldg. 

. BOSTON —80 Federal St. KANSAS CITY, MO.— SAVANNAH-—M and M T Terminals 
BUFFALO —Liberty Bank Bldg. Commerce Bldg. SAN FRANCISCO— 
CHICAGO—Conway Bldg. MINNEAPOLIS —Andrus Bldg. 55 New Montgomery St. 
CINCINNATI—Union Trust Bldg. NEW ORLEANS—Hibernia Bldg. SEATTLE —Central Bldg. 
CLEVELAND—Union Trust Bldg. NEW YORK—30 Church St. ST. LOUIS—Shell Bldg., 
DALLAS—Magnolia Bldg. PHILADELPHIA— 13th and Locust Sts. 
DENVER—Continental Oil Bldg. Franklin Trust Bldg. YOUNGSTOWN- Stambaugh Bidg. 


LONDON REPRESENTATIVE—The Youngstown Steel Products Co., 
Dashwood House, Old Broad St., London, E. C. England 


YOUNGSTOWN 
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CHANNEL TYPE SWITCHES 


With Branch Circuits Ar- 
ranged for Single Fusing 











No. 12-F 


Flush Type 
Roughed In 
Note Method of 
Supporting 





Aluminized Trim 
in Place 


BRANCH 

CIRCUIT 

Fuse Type 
Service switch 
and branch cir- 
cuit fuses in 
same cabinet. 
Arranged for 2 
branch circuits, 
single fused. 





Preference 


of 


Electrical Contractors 


A steady mounting sales increase 
is indisputable evidence that Wads- 
worth Electrical Safety Switches 
stand upon a positive and substan- 
tial foundation—the preference of 
electrical contractors. 


The Line is Complete 
The Wadsworth line is complete 
and gives quality service. De- 
signed by an experienced electrical 
contractor, who knows your instal- 
lation problems, they provide easy 
wiring and better installing facil- 
ities. 


Many Superior Features 
It will pay you to give Wadsworth 
Klectrical Safety Switches a trial 
Terre Your own practical elec- 
trical installation experience will 
prove to you the Wadsworth fea- 
tures of vast superiority. 


On Your Next Job! 


For your next installation demand 
Wadsworth Safety Electrical 
Switches from your jobber, or 
write us direct giving us his name. 
Take immediate advantage of 


Wadsworth quality and service. 














WADSWORTH 


METER SERVICE & INDUSTRIAL TYPE 
SWITCHES 














velop more wiring installations in 
both old and new homes. 

The league is offering a free 
duplex convenience outlet, block 
and plate through any one of its 
contractor-dealer members. The 
contractor getting a lead will bear 
the cost of the material and try to 
secure the order for installing it 
and some additional outlets. The 
campaign price for three outlets is 
$12.95 plus $4.25 for each addi- 
tional outlet. 

*x* * * 


Outlets per Red Seal Home 


94.8 


During 1928, the number of Red 
Seal single residences obtained in 
Kansas City was 153. In these, 
the average number of outlets per 
house ran as follows: 


0 errr er re. 25.2 
I oc iad sae sb andeke 16.7 
1-Way Switches ......... 16.8 
3-Way Switches ......... 9. 
Ce, SRD oc occ ntcunn 26. 
ME. Cuandagantentncns 1.3 

Total Outlets........ 94.8 

. a.8 


Hoover Heads Edison Trib- 
ute Committee 


President Herbert Hoover has 
accepted honorary chairmanship 
and will head the general com- 


| mittee for the international and 


national celebration of Light’s 
Golden Jubilee, according to an 


| announcement by Paul D. Cravath. 


President Hoover’s message read: 

“IT have your kind letter of 
March 30 requesting that I accept 
honorary chairmanship of the 
sponsorship committee of the Edi- 
son Pioneers. 

“I shall be delighted to act in 
any capacity that will mean a genu- 
ine tribute to Mr. Edison’s serv- 
ices.” 

The celebration, commemorating 
the fiftieth anniversary of the per- 
fection of the incandescent lamp 
by Thomas Alva Edison will be 
inaugurated by a series of light 
festivals beginning at Atlantic 
City, N. J., on May 31, and will 
end in a great international tribute 
to the inventor on October 21. The 
members of the committee an- 
nounced to date are: General Rob- 
ert Lee Bullard, Newcomb Carl- 
ton, Paul D. Cravath, John W. 
Davis, Harvey Firestone, Henry 
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“A Permanent 

Monument, Con- 

3 ceived By and Attrib- 
= —— uted To the Ideals of 
= Atlantic City, Built by Its 
Citizens and Dedicated to Rec- 

reation, Social Progress and In- 

dustrial Achievement.” So reads the 


= 


inscription that runs across the face of 

this Auditorium. And the utilization of 

the highest grade materials—not the least of 

them being Crescent Wire—instantly confirms 

the truth, both in spirit and letter, of those last 
few words, 


“Dedicatedto . . . . Industrial Achievement” 


Engineers: Lockwood, Greene & Co., Inc., Boston, Mass. 
Associated Architects: Cook & Blount, New York, N. Y. 
Electrical Contractors: Fischback & Moore, New York, N.Y. 


A. 


ie i 8 
Bt # ’ Bary wy. poe iy 


eel -_— 


- snseti Ld 


-os (eit 


RESCEN] | 


usulated Wire and lable Co. 


CRESCENT ARMORED WIRE CO. 
_ TRENTON N.J. 
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GREATER 
REFLECTOR PROFITS! 


More Sales— Greater Profits 


There is more profit for you in each job of 
Lang’s Reflectors installed. One good job 
will sell many more for you. The ease of 
installation cuts down your labor costs. 


Satisfying Your Customers 


They will like the clearer whiter light which 
brings out the truer colors of their mer- 
chandise. Merchants like the neat designs 
of these reflectors. They will recommend 
the reflector and you to other merchants. 


Write for catalogue and discounts 


Display 
Lighting 


LANGS DAYLIGHT we 


1833 £.55th Street 
<€LEVELAND, OHIO. 











Ford, James W. Gerard, Clarence 
H. Mackay, Andrew Mellon, John 
D. Rockefeller, Jr., and Charles M. 
Schwab. 


* * * 


Vote to Curb Bid Peddling 


Contractor members of the 
Metropolitan Electrical League of 
Boston voted to have the league 
directors consider an agreement 
with the other building trades to 
attempt to curb price cutting and 
trading of bids after submission to 
the general contractor. 

i 2. oe 


Discuss Credit Regulation 


One entire session of the An- 
nual Convention of the National 
Electrical Credit Association held 
in St. Louis, Mo., May 16 and 
17, was devoted to the subject 
of cooperative credit regulation. 
C. H. McLean, Graybar Company, 
Kansas City, spoke on “Help the 
Contractor,” and W. R. Herstein, 
General Electric Supply Corp., 
Memphis, on “Practical Consid- 
erations for Improvement of 
Credit Conditions.” 

A discussion on “Cooperative 
Credit Activities’ was led by 
S. C. Greusel, G-Q Electric Co., 
Milwaukee. 








N E W MANAGING DIRECTOR, 
PHILADELPHIA LEAGUE—George 
R. Conover has just been appointed 
managing director of the Electric Club 
of Philadelphia. For the past eleven 
years he has been connected with the 
Public Service Electric & Gas Com- 
pany of New Jersey. He was presi- 
dent of the Electrical League of South 
Jersey in 1928. 
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® Just Push the Button | ® 


at booths 516-518 
N. E. L. A. CONVENTION —Atlantic City, June 3-8 


—and see the “Circle T”’ Magnetic Switch in operation 





See it break stalled rotor current. 
Notice the simultaneous double break contacts which reduce 
arcing to about 1/20 of that produced by the single break type. 


See the “Circle T” thermal overload relays release the switch 
when overloaded. 


Answer These Questions 


For Yourself 


1. How is it Trumbull (“Circle T”) can build a heavy duty mag- 
netic switch in such a small box and still leave ample wiring room? 


2. Do Trumbull (“Circle T”) magnetic switches actually break 
the current with so little arcing? 


3. Why are flexible connections unnecessary on magnetic switches? 


4. Why is the Trumbull (“Circle T”) magnetic switch the easiest 
one to wire? 


Do Not Fail To See The Double Break 





No 813951-R6 Contact Principle As Applied 
ee eae os age tee : 
onlay’ veaioee To Meter Switches 


A line of polyphase meter service and entrance switches will be on display utilizing 
the double break contact principle. 

Note the following features— 

1. Small size—compact construction. 

2. All contacts and connections mounted on the front of a single slate base. 

3. High current interrupting capacity. 


Sold Through The Jobber 


ECTRIC Mrc. Co. 


nn. 






NEW YORK CHICAGO 
114 Liberty St. ee a 2001 W. Pershing Rd. 
BOSTON : SAN FRANCISCO 
1002 Statler Bidg. Ss. E. CORNER BROAD RING GARDEN STS. 595 Mission St. 
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UGGED 
ALCO 


ECEPTACLES 


Are made for all classes of heavy 
duty portable Electrical Equipment. 


The one illustrated was designed to 
meet the ever increasing demand 
for a dependable convenience outlet 
for heavy duty portable Electric 
Equipment such as, Heaters, Scrub- 
bing Machines, Vacuum Cleaners, 
Waffle Irons, Grills, Toasters, 
Stereopticans, Moving Picture Ma- 
chines.—For installation in Schools, 
Churches, Hotels, Lodge Halls, As- 
sembly Rooms and the home. 
Strains on Electric contacts and 
cord terminals are entirely elimi- 
nated. 





Can be mounted in any standard 
switch box 2%, inches deep or over. 
Standard finishes. Brush Brass or 
Cadmium plate. Send for Bulletin 
106. 

Built right—Priced right. 


Ralco’s 
for Industrial use described 
in Bulletins 101-105 
Send for them 
Type 52P 


Ralco Manufacturing Co. 
125 N. ALBANY AVE., CHICAGO 


Type 52FR 
30 Amp.—250 Volts 

















Gang Switch 
ADAPTIBOX ES 





MAKE your customer as pleased with the 
bill as you are with the profit on the job. 


No Dead Stock 


The removable, interchangeable outlets and cover- 
plates permit your wiremen to make up special boxes 
right on the job, with a screwdriver in a few mo- 
ments. No waiting for “‘Specials."" Will gang up to 
15 switches. 





Type 2500 


Easy Changes and Extensions 


Makes subsequent extensions and last minute alter- 
ations an opportunity for more profit instead of a 
source of argument and a chance to lose money. 


Write for Catalog No. 107-A 


The Co. 


2996 E. 72na St., Cleveland, 0. 


Type 2620 


NEW YORK CITY—A. Stone, 112 East 23rd Street 
PHILADELPHIA—Craven Elec. Sales Co., 30 Bank St. 
SOUTH BOSTON—The Hastings Sales Co., 42 Binford St. 

















Dayton Contractors Organize 

At a banquet May 9 the Master 
Electricians Association of Dayton, 
O., closed their chapter with an 
organization of fifty-one members. 
The sound policies and practices as 
outlined in their constitution and 
by-laws, in addition to the early 
appointment of a full-time secre- 
tary-manager and the installation 


of the Detroit Credit Plan, pro- 


M. P. Barber 


vides a firm foundation on which 
to expand their association. 
Pending the regular election, 


_M. P. Barber is acting president; 


| William 


Lyman, vice president; 


| Roland West, secretary and R. M. 





Nicely, treasurer. 

ELECTRICAL CONTRACTING is very 
generously given full credit by Mr. 
Barber for their realization of an 
association need. 

K ok ok 


Iowans Discuss Industry 
Cooperation 


“Industry Cooperation” was the 
theme of the annual convention of 


the Electrical Contractor-Dealers 
Organization of Iowa, held at 
Marshalltown, May 20 and 21. 


This association for the past two 


| years has been working with the 


| other branches of the electrical in- 


dustry in the state to build har- 
monious relations, and the results 
have been of such far reaching 


|importance as to bring Paul Clapp, 
| managing director of the Nation- 





| Laurence W. Davis, general man- 


al Electric Light Association and 
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STOP THIS NIGHT WORK 


Just because you are in the Electrical business is no reason why you should have to spend 
your evenings charging up jobs, figuring discounts and percentages and making out accounts. 
All this work, important as it is to successful operation, can be done accurately and quickly 
during the day by your bookkeeper or clerk. You will be assured of a fair profit—your ac- 
counts will go out promptly and you will find a decided improvement in your collections if 


you use 
The 
National Electrical Resale Price Service / 


gives you Suggested Resale Prices on all standard supplies such as sockets, receptacles, 
conduit, fittings, safety switches, wire, reflectors, etc., and also the prevailing retail J 
prices on the leading appliances. 


Our Suggested Resale Prices are based on up-to-date trade costs and include an tf 
allowance to cover overhead and profit and most important of all, they are kept re- 
vised by weekly change sheets so that you may depend on this information being up- Henderson- 
to-date. Hazel Corpo- 
. ‘ ? f ration, 
Over a thousand Contractor-Dealers are making money and saving time by using 5005 Euclid Ave., 


the NATIONAL ELECTRICAL RESALE PRICE SERVICE and if you are not sat- Ps Cleveland, Ohio 


ised with your profits in the past, we will gladly mail you full information but please 


attach your letterhead to the coupon as the Service is furnished to those engaged in / Without obligation 
the Electrical business. please send us full partic- 
ff ulars about the NATION- 


AL ELECTRICAL RESALE 


Henderson -Hazel Corporation PRICE SERVICE. 


5005 Euclid Ave. Cleveland, Ohio 


— In Canada — / 
Henderson Business Service Ltd., Brantford State 
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SIGNAL SYSTEMS 


ESTABLISHED 1875 








C7) 


Telephone Systems 


Holtzer-Cabot telephone systems for banks, offices, 
schools, factories, clubs and hospitals have been exten- 
sively used for over forty years. 


Two new bulletins, showing our full line of intercom- 
municating systems and telephone switch board systems 
have just been issued. 


Full description of apparatus with complete diagrams 
and wiring information is given. Copies gladly sent on 
request. 


The Holtzer-Cabot Electric Co. 


Boston Chicago 









































—binds itself thru the cable 


insulation 
HIGH VOLTAGE 


INSULATING 
COMPOUNDS 


MINERALLAC has high di- 
electric strength and insula- 
ting qualities between con 
ductors and from conductors 
to the ground 
MINERALLAC thoroughly 
binds itself through the ca- 
ble insulation and will not 
crack or pull away in very 
cold weather, or flow too 
readily in hot weather. It 
displaces all moisture, air 
and gas, eliminates all voids 
without appreciable change 
in volume. 


Adopted by the 
Largest Public ae __-* 
Utility Companies PNERALLA 
And made for all purposes N? 
Different grades for 
various applications. . . . 
Excellent for filling cable 
joints, potheads or similar 


receptacles. . . . 3 Will Not Crack 


MINERALLAC FLECTRIC COMPANY 


25 N. PEORIA ST., CHICAGO, ILL. 

















miean | ager of the Association of Elec- 


tragists together on the program 
to discuss this topic in its nation- 
al aspect. 

The result of the two years of 
industry cooperation in the state 
were discussed by the presidents 
of each of the three participating 
groups: Earl N. Peak, for the con- 
tractor-dealers; Tom Kelley, for 
the jobbers, and Clarence Macy 
for the utilities. Other speakers 
on the program were Samuel A. 
Chase, on “Selling the Electrical 
Idea to the Public” and Arthur 
Huntington. 

The committee meeting feature 
of past conventions was again 
carried out. Each contractor at- 
tending the meeting was given an 
opportunity to present any com- 
plaints or suggestions he might 
have to the proper committee for 
such action as the committee 
might care to take or suggest. 

The committees and their chair- 
men were: Legislative Committee, 
Robert Honegger of Des Moines; 
Trade Policy Committee, Harry 
Ryan of Sioux City; Finance and 
Ways and Means Committee, 
C. F. Nagle of Waterloo, and 
Membership Committee, James 
Cusack of Cedar Rapids. 

A special program was provided 
for the ladies which covered home 
electrification as seen from a wom- 
an’s point of view. 

i ee 


Detroit Revises Red Seal 
Specifications 


In living rooms of less than 200 
sq. ft. total area, the requirement 
for ceiling light will be waived, 
provided the room has sufficient 
wall brackets or vice versa, accord- 
ing to the revised Red Seal spec- 
ifications recently adopted by 
Detroit. 

The specifications also make 
some interesting recommendations 
for wiring as follows: 

Push buttons at front, rear and grade 
doors to operate bells or buzzers from 
| current provided by low-voltage trans- 
| former located on basement lighting 
circuit. 

Illuminated house number placed on 
front of house. 

Provisions for electric ventilating 
fan, refrigerator, range, water heater, 
| oil-burner motor. 

Weatherproof outlet (on opens 
porches) for special holiday decora- 
tions. 


Radio ground, aerial and speaker 
outlets. 
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Ten Cities Legislate Against 
Substandard Material 

Ten cities have ordinances pro- 
hibiting the sale of unapproved 
electrical material and appliances, 
according to a survey made of 310 
city ordinances by the Uniform 
Ordinance Department of the So- 
ciety for Electrical Development. 

The survey also disclosed that 
there are ten cities having electri- 
cal dealer license ordinances, only 
four of which are in the list of 
cities prohibiting the sale of un- 
approved material. 

The cities requiring electrical 
dealer licenses are: 


Glendale, Cal.—Dealer’s license in- 
cluded in contractor’s license. 

Pomona, Cal.—Dealer’s license in- 
cluded in contractor’s license. 

Colorado Springs, Colo.—Dealer’s li- 
cense required. 

Miama, Fla.—Dealer’s license re- 
quired—apparently. 

Waterloo, Ia.—Dealer’s license in- 
cluded in contractor’s license. 

Asheville, N. C.—Dealer’s license re- 
quired for selling appliances over 660 
watts. 

Charlotte, N. C._—Dealer’s license re- 
quired for selling appliances over 660 
watts. 

Portland, Ore.—Electrical dealer’s li- 
cense. 

Salem, Ore.—Electrical dealer's li- 
cense. 

Tacoma, Wash.—Electrical dealer’s 
license. 


The cities having ordinances 
prohibiting the sale of unapproved 
material are: 


Colorado Springs, Colo., 
Jacksonville, Fla., 
Twin Falls, Idaho, 
Coffeyville, Kans., 
New Orleans, La., 
Portland, Ore., 
Salem, Ore., 
Tacoma, Wash., 
Kenosha, Wis., 
West Allis, Wis. 

* * * 


Over 200 Red Seal Apartment 


Houses in Toronto 

In addition to its 80 per cent 
Red Seal average in single homes, 
the Electric Service League of 
Toronto has achieved the distinc- 
tion of getting more than 200 
apartment houses, of more than 
3,000 suites, wired to its Red Seal 
standard, which includes electric 
ranges and refrigerators for every 
housekeeping suite. In 172 of 
these, which have been finally 
counted for outlets, and given 
final seals, there were 7,261 rooms, 
and 43,572 outlets, besides special 
basement electric equipment such 
as washers, electric dryers, etc. 
In 1925 and 1926, the average 














HROMIUM =e reflector, 

interchangeable _heat-re- 
sisting lens, seamless alumi- 
num housing, positive locking 
swivel, can be fitted to many 
supports. Used in shops, 
studios, playgrounds, athletic 
fields, airports, excavations, 
etc. 














Every Terra-Cotta 
Building Offers 

A Chance 

To Profit 


a 


OUNT the terra-cotta buildings you 
pass, and you count chances to profit. 
Terra-cotta responds best to floodlighting. 


Rents are higher because business is better 
in Bel-Sun-Lited buildings. All tenants 
share in the advertising. Show owners 
how floodlighting increases income and 
you will make sales. 


Bel-Sun-Lite Floods operate at low cost 
because of their durability, high lumen de- 
livery, small current consumption and ease 
of cleaning. You profit well from them, 
yet their cost is not prohibitive. 


Belson Manufacturing Co. 
804 Sibley St. Chicago, IIl. 


Our distributor will gladly help you figure. His name is in the classified phone book 
of the nearest of these cities. Call or write him or us. 











Atlanta, Ga. Indianapolis, Ind. New Orleans, La. San Francisco, Calif 
Delaware, O. Kansas City, Mo. Omaha, Neb. Seattle, Wash. 

Ft. Worth, Tex. Los Angeles, Calif. Philadelphia, Pa. Tampa, Fla. 

Gary, Ind. Miami, Fla. St. Louis, Mo. Tulsa, Okla. 
Houston, Tex. Minneapolis, Minn San Antonio, Tex 


BEL-SUN-LITES For Theatres PAY 
4 & A B@B ® 


Chromium 








Canopy Signs Reflectors Indoor Louvre = Spots 
Signs 
es Woe 
stilted ee 
Strip eae ‘Teas 
Olivettes Lights 
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<SP 601 N.C. 


{ ONE-PIECE } 


CONNECTOR " 


Has openings (not shown) to per- 
mit inspection of new type Bush- 


- ing required on “ABC” Cable. 


























A new product that you will 
appreciate—it’s just as easy as 
the old type to install—no ex- 
tra pieces that might get lost. 


Specify CST Fittings when 
ordering from your jobber, 
they're perfectly machined and 
thoroughly galvanized—and— 
they cost no more. 











New Type Groundrite 


Locknuts 
Send for free samples and Catalog of 
THE STEEL TANK LINE CONDUIT FITTINGS 


CHICAGO STEEL TANK CO. 
~s ELECTRICAL DIVISION ~~ 


6400 West 66th Street CHICAGO, ILLINOIS 














ANSON ELECTRICAL Co) 


ANSONIA 
No. 663 


Combination 
Bell and Buzzer 


Enclosed within a case no larger than 
our No. 659 we have incorporated two 
single coil movements of rugged design 
with coin silver contacts, vibrating reed 
type, non-adjustable armatures and coils 
of ample size wound with Ansonia En- 
ameled Magnet Wire. These movements 
will operate equally well on batteries or 
bell ringing transformers. 

The bell is finished in French gray 
enamel only and fitted with a full buffed 
steel gong, copper and nickel plated. 

The construction throughout is of the 
same high grade as all of the “Ansonia 
Quvuauity” line of bells. 


THEANSONIA ELECTRICALCO, 
ANSONIA. CONN. 


ANNUNCIATORS — BELLS — BUZZERS — PUSH_BUTTONS 


ELECTRICAL HOUSE GOODS 





Write for 64-page 
catalog E which i 
lustrates our com- 
plete line of ‘electri- 
cal house goods. 


























Red Seal apartment house had 23 
suites. In 1927 the average size 
was 17 suites, and in 1928 the av- 
erage was 12 suites.. Since the 
number of Red Seal apartment 
houses reported for the various 
years was: Up to end of 1926, 26; 
1927, 61, and 1928, 89, the rapid 
progress in enlarging the scope of 
Red Seal work has. extended into 
the small apartment houses, which 
were not obtained as Red Seal in 
the earlier years. About 80 per 
cent of all Toronto apartment 
house building is now in the Red 
Seal class. As many new apart- 
ment houses have been obtained 
as Red Seal in the first three 
months of 1929 as were obtained 
in the whole period from 1924 to 
the end of 1926. 


7 * + 

Accident Statistics from 

New York City 

Ten electrical contractors em- 
ploying 357 mechanics who worked 
809,091 hours in 1928 had 21 ac- 
cidents involving 607 lost days, 
according to a survey just com- 
pleted by the Building Trades 
Employers’ Association. 

This gave the electrical con- 
tractors a frequency of 25.95, or 
seventh place in a list of seven- 
teen trades. The average fre- 
quency of all was 49.67. 
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TOOL RECORD UNDER LOCK 
AND KEY:—The Herman Andrae 
Electric Co., Milwaukee, Wis., has con- 
verted a 24 by 30-in. steel cabinet into a 
durable and efficient tool record, which 
can be locked up. Each hook represents 
some tool or device and is plainly 
marked. Each mechanic carries seven 
brass checks on which is stamped his 
number. John Jones’ number is 19 and 
he wants a 10 ft. ladder. He “buys” it 
with one of his checks, which the store- 
keeper immediately hangs on the proper 
hook. Not only does this record show 
where all tools are at all times, but it 
is valuable when a sudden shortage 
arises. A glance tells which job can 
best spare one of the tools and there is 
no time wasted. A check with this 
record is made from time to time to de- 
termine whether or not the supply of 
different tools is sufficient. 
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Vosmer Heads Denver 
Contractors 
At the annual meeting of the 
Denver Electrical Contractors As- 


sociation the following officers 
were elected: President, L. A. 
Vosmer; vice president, C. W. 


Nelson; secretary-treasurer, E. C. 
Headrick. The board of directors 
consists of the above officers and 
C. N. Shannon and D. D. Stur- 
geon. 


*K * *K 


One House With 416 Outlets 


Among the Red Seal homes re- 
ported in April by The Electric 
and Radio Association of Kansas 
City, Mo., is that of H. M. Katz, 
which has the following outlets: 


Ceiling 71 
Cove 95 
Bracket 47 
1-Way Switches 63 
3-Way Switches 54 
Convenience Outlets 57 
Special Outlets 29 
Total 416 


Among the special outlets there 
are 4 4-way switches, 6 ventilating, 
8 radio, and 6 telephone outlets. 

To date, this is the largest num- 
ber of outlets reported in any one 


home. 
“* 1” x 


Tallest Building to Have Un- 


usual Wiring 

The Chrysler building now being 
constructed in New York City and 
to be the world’s tallest building, 
will have some unusual features in 
its electrical installation, particu- 
larly in the distribution and feeder 
installation. 

High tension feeders will be 
suspended from four different 
points in the building and will 
supply four transformer type sub- 
stations located at different levels 
thus giving an even distribution 
with a minimum drop in voltage 
on the secondary side. 

This feeder system, which was 
designed by Louis T. M. Ralston, 
New York City, consulting engi- 
neer in charge of the building con- 
struction, will be installed together 
with modern electrical equipment 
including an elaborate floorduct 
system, by Hatzel & Buehler, New 
York City. A large floodlighting 
installation is also planned, the de- 
tails of which are not as yet com- 

















Contractors Are Interested 





TYPE BXMK 


Type BX Reflector with 4" 
Outlet Box Cover. 





TYPE RXQM 


Type RX Reflector with 4" 
Outlet Box Cover 














Easy to Wire. Everything 
Accessible. Interchangeable. 


In ABOLITE Units 


Contractors have been quick to recog- 
nize the quality and superiority of 
ABolite Reflectors. ABolites specified 
on the job mean correct lighting at 
minimum cost. The interchangeable 
features of the holders and reflectors 
effect great savings in maintenance 
costs. 


ABolites Give Proper Illumination 


Definite facts and production figures 
have convinced many plant executives 
that an investment in proper illuminat- 
ing equipment increased the productiv- 
ity of their plant, cut down accidents 
and increased profits. More light 
where it does the most good has shown 
many a plant operator that ABolites 
were a paying investment. ABolites 
are made in all sizes and shapes to 
meet your individual needs. 


ABolites Meet All Conditions 


The adaptability both in form to fit a 
given lighting need, and interchange- 
ability of holders to meet your require- 
ments provides the user of ABolites 
with the ultimate in lighting efficiency. 
The numerous shapes and broad selec- 
tion of holders in the ABolite line in- 
sures proper lighting at all times. 








Easy to Wire—Easy to Clean— 
Easy to Change 


RELOLE 


If you have not yet received the new 
ABolite Catalogue No. 180, write now 
for complete information on all lines 
of ABolite Porcelain Enameled Re- 


flectors. 





The ABolite Reflector Co. 


2400 East 75th Street 











Cleveland, Ohio 
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MURLIN 


Announces 
BGO 


ITS TENTH 
ANNIVERSARY 
CATALOGUE 


Number “5” 
You Should Have It On File 





Special Fixtures Made to Architects’ Specifications 
MURLIN MANUFACTURING CO. 


5420 Paschall Avenue 
Philadelphia, Pa. 























Do you know 


EFORE the protective treat- 
y URIATES | ment is applied to the raw pipe 

SA LVAQUCT used in making “GALV ADUCT,” 
there is an additional pickling — 


then a thorough scrubbing with 





A ved 
ht revolving brushes. After all this 
Underwriter’s every length is washed in cold 
Laboratories water. 


Garland Mfg. Co. 


Pittsburgh, Penna. 











pleted. Instructive descriptions of 
this modern electrical installation 
will appear in future issues of 


ELECTRICAL CONTRACTING. 
* * - 


Erie Contractors Organize 
The Erie Association of Elec- 
trical Contractors, just recently or- 
ganized, has the following offi- 
cers: Herbert Garvin, president; 
Wm. Hurley, vice president, and 


R. D. Goff, secretary-treasurer. 
o*K ok o* 


Niagara League to Promote 
Better Store Lighting 

The plans for the annual cam- 
paign of the Electrical League of 
the Niagara Frontier include bet- 
ter and more scientific lighting for 
the 7500 stores of Buffalo. Mem- 
ber contractors through whom the 
work will be placed will enjoy a 
large increase in business as a re- 
sult of this campaign. 





GOES TO EUROPE AFTER 21 
YEARS IN THE BUSINESS :—After 
twenty-one years in the electrical con- 
tracting business, Harry N. Jacobs, 
Flushing, N. Y., has now gone on an 
extended trip to Europe. Mr. Jacobs 
left on May 18 and will visit Southamp- 
ton and London in England; Glasgow 
and Edinburgh in Scotland; Bergen and 
Oslo in Norway; Stockholm, Upsala, 
Lund, Sweden; Copenhagen in Den- 
mark; Hamburg and Frankfort in Ger- 
many; Paris in France. He also plans 
trips into Switzerland and probably to 
Rome. Mr. Jacobs has built up a very 
large business on small jobbing work 
and reconstruction. Most of his busi- 
ness is on a cash basis and on jobbing 
work the men are instructed to collect 
payment when the job is finished. Left 
to right, Mr. and Mrs. Jacobs and the 
manager of the business, who is han- 
dling affairs while Mr. Jacobs is away. 
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The Catalog Place of the Electrical Trade 











OOk it up in this Binder. 


The Green Book with the Orange 
Bands — whenever you need infor- 
mation on what or where to buy! 
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The 
Most Complete Line of 
Drum Controllers 
in the World 








Frame Construction 


Unbreakable malleable iron head 
and bottom. Stamp steel back and 
sides welded to head and bottom. 
Light, strong, unbreakable. Ample 
space for wiring, inspection and re- 
placement of parts. Removable top 
plate. 


Covers. The front cover is of 


pressed steel, fitting closely all 
around. Splash-proof—even weather-proof. 
If the drums are to be mounted in outdoor 
positions, protectors can be supplied, pre- 
venting the formation of sleet over the oper- 
ating lever. Drawer pull is attached to 
front cover to facilitate lifting of cover 
after thumb nuts are loosened. 


Operating Positions. Oper- 
ating levers of the rotating type are 
equipped with latches in the ‘‘off’’ position. 
The latch is a part of the operating handle 
itself. The handle is well designed to fit 
the hand of the operator. The latch is 
workable from the handle by simply press- 
ing the handle down. This applies to the 
reversing drum, the non-reversing drums 
not having the latch. Rope wheel self-cen- 
tering, or straight line lever drive can be 
furnished in place of rotating lever. 


Bearings. The removable top 


plate, and the bottom, are fitted 
with renewable Arguto Oilless Bearings. 
With the Arguto Bearings, the cylinder 
shaft will not wear or rust, and the drum 
will operate freely under all conditions. 


Conduit boxes are designed 


for mounting under bottom of drum. 


UNION ELECTRIC MFG. CO. 
10th and Juneau, Milwaukee, Wis. 


Manufacturers of 


Electric Motor Control Apparatus 


Also Associated Manufacturer with, 
and Eastern Distributor for 


DIAMOND <E£> ELECTRICAL MFG. CO. 


Los Angeles, Cal. 
{ Magnetic Motor Control Apparatus 








—) 











MAKES DOG TRACK INSTALLA- 
| TION:—An interesting _ installation 
made by the Hart Enterprise Electrical 
Co., New Orleans, La., at Heineman 
| Park, the home of the New Orleans 
Pelicans during the baseball season. 
This lighting was put in for the dog 
races held by the New Orleans Kennel 
Club. Around the half-mile track are 
186 Benjamin 300-watt reflectors. The 
grandstand is illuminated by 210 500- 
watt and 200 200-watt units. In the 
paddock and betting ring are 135 100- 
watt units. Over the parking grounds 
are 60 Parabolite reflectors of 200-watt 
capacity and 50 200-watt R. L. M. re- 
flectors. 








Grand Rapids May License 
Dealers 

| In order to prevent the sale of 

| sub-standard electrical appliances 

and material in Grand Rapids. 

| 


Mich., an ordinance has_ been 
drawn up for the licensing of elec- 
| trical dealers. The proposed ordi- 
| nance is to be presented to the city 








commission at an early date and, in | 


| the opinion of George Cotton, chief 
| electrical inspector, its passage is 
| only a matter of time. 
| The proposed ordinance provides 
for an annual license fee of $1.00 
|and a penalty clause of $100.00 for 
the sale of any equipment that 
| comes under the ban. 
| The paragraph devoted to a defi- 
nition of safe materials will be 
found interesting to those in other 
places contemplating a _ similar 
ordinance: 


| No person, firm or corporation shall 
| sell, offer for sale, possess with intent 

to sell or install any electrical materials 
|or appliances, which are dangerous to 
| life, health or property. Conformity of 


electrical materials, devices and ap- 
pliances with the standards of the 
Underwriters’ Laboratories, Inc., as 


approved by American Engineering 
Standards Committee or with other 
standards approved by the American 
Engineering Standards Committee, shall 
be prima facie that such 


with the requirements of this ordinance. 





electrical | 
materials, devices or appliances comply | 





Easy to Install 


It isn’t necessary to make long 
runs to fire-proof vaults or to 
outside of buildings when in- 


stalling Sorgel Transformers. 


Being air-cooled, they can be 
installed easily and economical- 
ly right where the change of 
voltage is wanted, or any other 
convenient place inside of build- 


NEW CODE 


SORGEL 


Air-Cooled 
Transformers 


With Conduit Connections 
No Extra Fittings Required 


~— 1/, © 5Q kva. 


Single-phase, 2-phase and 3-phase 


110, 220, 440, 550 Volt 





Transformers Designed 
for Special Applications 











Ask for descriptive literature 


Sorgel Electric Co. 
Clybourn & W. Water Sts. 
Milwaukee, Wis. 
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Building Wiring Market 
in Cincinnati 

Added interest in the develop- 
ment of the local wiring market 
has in the past few weeks dou- 
bled the contractor membership in 
the Cincinnati Electric Club. 
Through the club, the contractors 
and the Union Gas & Electric Co. 
are carrying on a convenience | 
outlet campaign. The power com- | 
pany and the contractors jointly 
drew up a price list covering all 











Larry E. Coen 


| 
outlet installations which are) 
prices covering an average job) 
that a contractor can do at a 
profit. They have twenty solici- 
tors and all orders are turned over 
to this club to be distributed to 
the members. 

The club is also planning to 
hold an electric show in conjunc- 
tion with Light’s Golden Jubilee 
in the fall. 

It is the purpose of the club’s 
officers to improve industry re- 
lations and better business con- 
ditions throughout the entire 
industry. At the present time the 
Detroit Credit Plan is being care- 
fully studied with the thought of 
putting it in force at an early 
date. 

Arrangements, also, have been 
made to secure the services of 
John Kuhlemeyer in June to act 
as business counsellor to the con- 
tractors for a period of a month 
or more. 

The club recently secured the 
services of Larry E. Coen as man- 
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there is a big oppor- 
tunity and a good 








profit in wiring for 





Industrial Signals 





























BENJAMIN 
Motor Driven Signals 
i 


An easy job to figure; a simple job of 
installation—a clean-cut profit on both 
the signal equipment and the wiring. 


That is the story of thousands of indus- 
trial signal wiring jobs—they are every- 
where and they are made to order for 
the electrical contractor. 


An industrial signal must command in- 
stant and undivided attention. It must 
get an instant response. The deep, dis- 
tinct, penetrating note of the Benjamin 
Motor Driven Signal crashes through in- 
dustrial noises. It always GETS the man. 


On your next industrial repair or main- 
tenance job ask them about their signal- 
ing system. 


Benjamin Electric Mig. Co. 


General Offices and Factory 


DES PLAINES 
(Chicago Suburb) 


ILL. 

















NEW YORK 





ager. He was for four years sales 





CHICAGO 


SAN FRANCISCO 














This illustrated 
descriptive 
folder has been 
mailed to thou- 
sands of selec- 
ted well rated 
industrials 
throughout the 
country. 
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VIVVVVVVVVVY 


TEETH 
HOLD 
the 
CABLE 





Patent 
Pending 


3g" 


New! 
et & B”’ 


Cat. No. 300 3%"' 
‘‘Tite-Bite’”’ 
Squeeze Connector 


TABUNE 


Approved by National Board 


A Cinch for 


Electrical Contractors 


Takes wide range of Cable 
sizes: 

14-2 Wire Armored Cable 
143 “ 

12-2 
12-3 
10-2 
10-3 “ 
¥%” S. S. Flexible Conduit 





“cs “ “ 


“ “ “ 


“e 


“ “ 


| 


engineer with the Union Light, 


| Heat & Power Co. of Covington, 
| Ky. During his sojourn in Ken- 
tucky, Mr. Coen had been one of | 
the chief motivators of the North- 


ern Kentucky Electric Club, and 
it was his remarkable success in 
promoting this project that partic- 
ularly recommended him for his 
present post. 

This club started a few years 
ago with only eight members, and 


| at the time he left, boasted seven- 
| ty-five full-fledged members and a 


large number of associate mem- 
bers. They are largely electrical 
contractors of Covington, New- 
port, and surrounding localities of 
Northern Kentucky. The club’s 
chief object is to further amicable 
relations among men in this field. 
Since taking over his new work 
a number of notable “get-to- 
gether” and “know-your-industry” 
meetings have been staged by the 
Cincinnati Club; a two-day code 
meeting for contractors has been 
held; the club has been actively 
represented at local industrial ex- 
hibits; several social and business 
projects of distinctive caliber are 
now afoot, and recently the club 
has inaugurated the issuance of a 
twice monthly news bulletin. 


Modifies Red Seal Service | 
Requirements | 
The Minneapolis Electrical 








SIMPAEX 


“A twist of the wrist” 


FASTER! 


----and Better 











Note: the 
Double Grip 


The “Double Grip” is a 
patented feature of the Sim- 
plex connector and due to 
this exclusive design all con- 
nections made with Simplex 
stay put—no chance of ever 
being called back to the job 
to rectify faulty wiring 
which might result by the 
use of inferior connections— 
The first cost is the last cost 
| so insist on Simplex Porce- 
| lain double grip connectors. 





League has reduced its Red Seal | 


service requirements in order to 
speed up applications. The range 
circuit has been eliminated as a 
necessity. Instead of three No. 6 
wires for service, the new rules re- 
quire two No. 6’s and one No. 8 
for neutral. 

Under the new rules, the service 
shall be sufficient to carry the full | 


| lighting load plus 6 k.w. for ap- | 


pliances per family. 
Instead of one spare fuse block | 


Send for Samples 
and 
Try It Yourself 


. ease of application 
and absolute security, 
which insures the job 
will lead you to use SIM- 
PLEX CONNECTORS 
exclusively in the future. 








3%” D.S. 


WRITE FOR FREE SAMPLE 


THE THOMAS - 
& BETTS CO. 


15 Park Place, New York, N.Y. | 
Factory, Elizabeth, N. J. 
DAAAAAAAAAAA 


| for a given number of circuits, the | 
| 0 rules require but one spare 
ock per branch cabinet. 
In multiple dwellings the main 
service equipment may be based on 
the following table: 


12,3&4 Apts. 157 full rated load. 
5 & 6 " 60% is 
7-13 50% a PME 

| 14-19 “ec 40% ‘“ ‘“ ‘“ 

| 20-30 “ 30% “ “ “c 
Over 30 “ 25% “ = ” 


E. T. L. Tests 


prove effective operation, 
strength and conductivity 
equal to soldered joints. 


| WEISS & BIHELLER, INC. 
584 BROADWAY - NEW YORK 


Canadian Office—32 Front Street West 
Toronto, Canada 
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Manufacturers’ League Fund 
Abandoned 

The electrical leagues have been 
notified by the chairman of the 
League Council of the Society for 
Electrical Development that the 
proposed plan of the National Elec- 
trical Manufacturers Association 
to pool their league contributions 
has been abandoned. The leagues 
for the balance of the year must 
look to the individual manufac- 
turers for support as in the past. 

* * * 


To Discuss Fixture Distribu- 
tion Costs 

The rising cost of sales and dis- 
tribution will be one of the im- 
portant topics for discussion at the 
mid-summer meeting of the Artis- 
tic Lighting Equipment Associa- 
tion to be held at Atlantic City, 
June 5, 6, 7 and 8. Preceding the 
discussion of this topic the manu- 
facturers selling through jobbers 
will have a meeting to encourage 
further participation in this method 
of distribution by other lighting 
equipment manufacturers. 

* * + 


Electragists’ Convention 


Committee 

The electrical fraternity of Bos- 
ton have organized a strong Con- 
vention Committee for the annual 
Electragists’ Convention to be held 
at Swampscott, on September 30 to 
October 4, as follows: 
GENERAL CHAIRMAN 

Leavitt T. Edgar, Vice President, Edi- 

son Electric Illuminating Co. 
Vice CHAIRMAN 

J. J. Caddigan, Honorary Member, A.E.I. 

Edison Electric Illuminating Co. 
FINANCE 

J. E. Day, Malden Electric Co. 
GOLF 

Cyrus Barnes, Charles H. Tenney Co. 
TRIPS 

Edward Cabot, Quincy Elec. Light & 

Power Co. 
RECEPTION 

James S. Feeley, Barnes-Pope Co. 
ENTERTAINMENT 

J. J. Caddigan 
TRANSPORTATION 

ena M. Wicks, Westinghouse Lamp 

0. 
LADIES 

J. F. Davis, Graybar Electric Co. 
DANCE 

A. L. Smith, Walker & Pratt Mfg. Co. 
PRIZES 

Austin E. Greene, 

Mfg. Co. 
SOUVENIRS 

George H. Wahn, George H. Wahn Co. 
PUBLICITY 

Edward H. Jay, Metropolitan Electri- 

cal League of Boston 
Giap HaAnp 
Samuel Adams Chase, Honorary 
Member, A. E. I. 


Condit Electrical 
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The Lever is operated 
straight up and down 
or sideways at any 
angle, making it the 
smoothest work- 
ing, most flexible in 
installation and of the 


greatest adaptability 
of any pull switch 
made. 


This universal toggle 
movement with its 
small size, rugged 
construction and 
great durability make 
it especially suitable 
for the control of all 
small motor-driven 
appliances, 


Oh} LS 


Your Jobber Can 
Supply You 




















FOR THE 


%- Individual Control 


of 
Lighting Units 


In knockout 
of outlet 
box 


Ideal for 
Canopies 


Also fits 
in shallow 
ceiling pans 


For office, 
store and 
kitchen units 


f 
Y 
e 
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Will take the initial 45-ampere surge 
of switching a cold 500-watt 
gas-filled lamp. 
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Full line 
of fuse 
panels 
and cabi- 
— for 

ny in- 
‘staitation. 











Only two of a Large Family 
of BIG MONEY MAKERS — 


Ask for the Family Album 


SENT FREE 


ELECTRIC APPARATUS CO. 


702-706 N. Halsted St. Chicago 






TRADE MARK 











FUSE-IT-HERE 








ee ee, 
FUSITHERE 
Lh edd 


Industrial 
and the- 
ater 
switch- 
boards. 
Stage foot 
and  bor- 
der lights. 












































ave time and labor 
on wiring jobs 


products 






































Misener Rotary Hack Saw 


Cuts clean round holes in terminal and junction boxes, 
slate and marble panels, and automatic starters for en- 
tering conduit. 


Type B No. 
Complete with %” depth of Blades.............4+- $13.50 


Type B No. 
Complete with %” depth of Blades................ $ 7.00 





2 Tool embodies 9 pipe sizes %” to 4”. 


4 Tool embodies 6 pipe sizes %” to 2”. 


These little discs of heav- 

ily waxed fibrous stock Size 
keep the exposed conduit 
airtight and water, dirt 
and cement proof. % 


% 
They are slipped into the j 
conduit bushing while the 1% 
building is under con- 
struction and easily de- 1% 
stroyed with a screw 2 
driver or knife when ready 2% 
to fish the wire—not neces- 
sary to remove the bushing. 3 


SEALS are _ inexpensive— 


Plugged up conduits are 
costly. 


Syracuse, N. Y., U.S. A. 


se MISENER © 


Misener Safety Conduit Seals 


St'd Price 
Inches Pkg. per 100 
500 20 
250 25 
250 25 
150 30 
150 35 
150 50 
100 -10 
100 00 


Tools, Blades and 
Seals Patented 


Misener & Irving Mfg. Co., Inc. 























How to Charge for 
Small Jobs 

(Continued from page 21) 
fair reason for your charges for 
“the knowing how and where to 
locate the trouble,” for your 
promptness in rendering services 
and the quality of material used. 
Use material that will not be nec- 
essary to replace too soon, making 
the cost twice as much in an un- 
reasonably short time. Build a 
reputation for good work. 

Our charge is $1.50 per hour, 
minimum charge $1.50, five or 
fifteen minutes. Soon as the pub- 
lic learns your price, they pay and 
respect you. Sometimes you are 
forced to be discreet. Of course, 
your charge per hour depends up- 
on the rate per day. 

John Wilhelm, 
aos 


+ 


Brooklyn 
* * Ox 


Better to Have High Than 
Low Minimum 

Most people complain about 
paying for the services of a man 
to do a small job whether they 
are charged a minimum amount 
for the time, or by the hour. It 
invariably requires considerable 
explanation to make them under- 
stand that they are paying for 
the man’s time from the time he 
leaves the shop until he gets back 
to the shop. It is to their inter- 
est to give explicit information 
when they ask for a man to come 
out to do a piece of work, thus 
Saving an extra trip. For that 
reason our office force is instruc- 
ted to obtain this information by 
various questions, yet some of the 
people get angry when asked. 

We make it a practice to send 
a minimum bill for $2.00, car fare 
and cost of material extra. Our 
men have instructions that if it 
appears we will have difficulty in 
collecting from the customer, they 
are to call up the office and get 
instructions. We invariably tell 
them to do the best they can in 
getting the money right then and 
there on the job, so that we will 
not have to send out a bill and 
have an argument. Sometimes we 
come out with what the labor, ma- 
terial and car fare cost us. This, 
of course, does not happen often, 
because we try to know who our 
customers are before we send a 
man out. 
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Once in a while we get a cus- 
tomer who is unable to make the 
lights burn in one of the rooms, 
and find, when we get up there, 
that the lights have been turned off 
at the socket instead of at the 
switch. So, of course, they do not 
think they should be charged $2.00 
for that, but unless we can get a 
fair price for our services, we 
would rather leave the business 
to somebody else. And even .if 
we were to reduce this charge 
from $2.00 to $1.00, we believe we 
would have the same complaint. 

We believe that your subscriber 
has made an error in reducing his 
minimum charge from $1.50 to 
$1.00. Were he to raise it to $2.00, 
he would probably be better off, 
because then he would have some- 
thing to even up with on those 
jobs that he loses money on. 

S. J. Stewart, 
S. J. Stewart Electric Co., 
New Orleans, La. 


* 


Cleveland Inspectors 
Organize 
The Electrical League of Cleve- 
land has organized the Inspectors 
Association of Greater Cleveland, 
which is to work independently, 
but cooperate with the League. 
The new organization was formed 
for the purpose of formulating 
uniform code regulations govern- 
ing the installation of electrical 
wiring, appliances and fittings in 
the Cleveland territory. 
L. F. Aubrecht is chairman; 
Geo. Turgeon, secretary-treasurer, 
and M. G. Buchan, executive sec- 


retary. 
x * 


To Discuss License Legis- 
lation 

License legislation will be one 
of the most important topics to be 
discussed at the thirtieth annual 
convention of the New York State 
Association of Electrical Contrac- 
tors and Dealers, to be held at 
Glens Falls on June 10 and 11. 

It is the desire of the officers of 
the association to learn from those 
attending the convention whether 
or not they want such legislation, 
and if so, whether it be city or 
state and, also, if this is a good 
time to try to secure such legisla- 
tion. 














The 
J. C. PENNEY co. 
WAREHOUSE 
St. Louis, Mo. 


Architects 

T. P. Barnett, St. Louis 

Engineers 

John F. Miller, New York 
Consulting Engineer 

Taxis & Becker, St. Louis 
Structural Engineer 


Clyde R. Poce, New York 
Mechanical Engineer 
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Dennison-Loepker 
Electric Company 





































WURDACK 


SWITCHBOARDS 


are especially designed to meet the requirements 
of each individual job. They are constructed, erec- 
ted, completely assembled and electrically and 
mechanically tested in our plant before shipment. 
They are shipped in sections, each part being clear- 
ly marked, which permits the board to be re-erec- 
ted and installed with the minimum of time and 
labor. No cutting or fitting of parts on the job. 






























































Our engineering staff will be glad to co-operate with you 
in solving your live front switchboard problems. Our wide- 
spread experience in constructing hundreds of switchboards, 
such as the one for the J. C. Penney Company, illustrated 
above, is at your disposal. Write for details. 


Wa) Vy URD ACK 


4444 CLAYTON AVE., ST. LOUIS, MO. 
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MONEY SAVE 


Eliminates triple handling—unwind- 
ing—measuring and _ rewinding 
wire, thus saving time and money. 
Manually operated—reels wire into 
neat coil, automatically counting 
and registering number of feet. 


Strongly built of heavy selected 
materials so as to last a lifetime. 









It Pays for Itself 


Send for bulletin. 
Write us or your jobber. 


Minneapolis Electric 
and Construction Co. 


80 S. 12th St. 


Minneapolis Minn. 





Twenty-Six Million 


(and more) 


PAINE 


SpringWing Toggle Bolts 
Now In Use— 
They must be good! 


Merit alone put Paine Spring Toggles highest 
in the opinion of the electrical contractors of 
half the world. they can save time, money 
and trouble while giving their customers a 
better job, you can do the same. Get a Paine 
Toggle Bolt and see for yourself. Mail the 
coupon. 


Stocked by jobbers everywhere. 


The 


PAINE 


Company 


2947 
Carroll Ave. 
Chicago, IIl. 

79 
Barclay St. 
NewYork, N .Y 


Coupon Brings Sample 
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qe Paine Co., 2947 Carroll Ave., Chicago, 





Please send me a sample Paine Spring Wing 
Toggle Bolt. 


Address..... 
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| Let the Jobber Be Your 
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Warehouse 
By ANDREW H. BLASS, C.P.A. 
Partner, Blass, Wood & Co., Accountants 
and Auditors, Official Accountants and 
Auditors, Electrical Contractors Associa- 
tion of Pittsburgh 

HE average electrical contrac- 
tor has paid little or no atten- 
tion to elimination of waste. With 
his usual thoroughness, he has 
proceeded to carry-on, and carry- 
ing on he is, in the same manner 

as he did five and ten years ago. 
Among the many activities in 
waste elimination, the work in con- 
nection with reduction of inven- 
tories is one of the most important. 
It is axiomatic to say that the 
smaller the inventory investment, 
in proportion to the volume of 
business done, the greater the re- 
sultant profit. And, this applies 
just as much to the electrical con- 
tractor as it does to the chain-gro- 
cery store, whose success has been 
built partly at least by this matter 


of rapid inventory turn-over. 


Reduce Inventories 


The modern electrical contractor 
not only should reduce his invest- 
ment in inventories, but, in the 
majority of cases, should entirely 
eliminate this item from his state- 
ment of condition. The results 
will be well worth-while—includ- 
ing as direct benefits (1) lower 
rentals (for store-room will be re- 
duced in size, if not entirely elimi- 
nated); (2) lower handling cost 
(for material will be ordered for 
delivery direct to the job and thus 
eliminate receiving, storing and 
issuing costs), and as_ indirect 
benefits or by-products (1) the 
elimination of carrying of obsolete 
material or “white elephants,” and 
(2) the elimination of losses which 
are bound to arise from overbuy- 
ing and carrying unproductive in- 
ventories. A further by-product of 
such a plan, if followed, would 
be the necessity for greater care 
in both estimating and ordering 
exact requirements only. 

Just how can all this be done? 
First of all, to make the change- 


| over, if inventory of any sort is on 


hand dispose of it, by sale, return 
for credit, or scrapping, if that’s 
necessary. Thereafter, for each job 
figure a “bill of material”—a list 
of what’s needed—and place order 











DETROIT 


RUBBER COVERED 


WIRES 


(Reg. U. S. Pat. Office.) 





RUBBER INSULATED 
WIRES AND CABLES 


LAMP CORDS 
AUTOMOBILE WIRES 
PARKWAY CABLES 


LEAD ENCASED 
RUBBER INSULATED 
WIRES AND CABLES 


UNIDUCT ARMORED 
WIRES 


FLEXIBLE METALLIC 
CONDUIT 


Detroit Insulated Wire Company 
Detroit, Mich. 


Division of General Cable Corporation 


























Now--the 
BOWLUS BORING MACHINE 
—improved by 


Ttecxes ty DODNG 


Adds Useful Hours 
to the Day’s Work 


Boosts profits—takes the 
real grief out of wiring 
and re-wiring jobs. 


The Bowlus reaches up 
way over a man’s head 
or stoops down below 
the floor level and bores 
holes at right angles to 
rafters, joists, or stud- 
ding five times faster 
than possible with brace, 
breast drill or chisel. 


On overhead work, it 
can be adjusted instantly to any height 
from 7’ to 11’. A light hand-over-hand 
pull on sproket chain sends bit through 
wood at an astonishing speed. Revers- 
ing movement of chain brings bit out 
clean—no bending or breaking. 

On floor work the Bowlus is just as 
fast and easy to use. 

And for quicker made, better wire con- 
nections, use Ideal Solderless, Tapeless 
Connectors. 





Ideal Commutator Dresser Co. 

1041 Park Ave., Sycamore, Ill. 629 

Please send me: 

OOFull information on the Bowlus Bor- 
ing machine. 

O)One Trial Carton of 100 “Standard” 
Universal Connectors at $3.35. 

Free Sample of “Standard” Universal 
Connector. 
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with jobber for exact requirements. 
The jobber will generally make de- 
livery direct to the job just as 
readily as to the storeroom of the 
contractor. The few odds and 
ends that may be left over when 
the job is done may be returned to 
the jobber for credit. 

Of course there will have to be 
exceptions to the foregoing. If 
many small service and repair jobs 
are handled, a limited quantity of 
standard material may have to be 
carried in stock. Likewise, if the 
jobber is some distance from the 
contractor or the job. But, even 
then, the stock should be kept at 
the minimum at all times. 

One of the old-time electric 
washer advertisements. read: 
“Don’t kill your wife, let our Blank 


washer do the dirty work.” We | 


can aptly paraphrase this to fit the 
instant case, by saying, to the 
electrical contractor: “Don’t waste 
money carrying an inventory, let 
the jobber perform his proper func- 
tion in the scheme of things elec- 
trical.” 
Te we 


When the Owner Is Liable 
for Damages 


In Steinberg vs. Bogatin, 144 
Atl. 448, it was disclosed that a 
man named Steinberg was in the 
employ of a firm of electricians, 
who had a subcontract to install 
an electric heater. Steinberg was 
assigned by his employers to do 
the necessary electrical work, and, 
while upon the premises for that 
purpose, fell into an opening in 
the floor of a passageway. 

The injured workman sued the 
owner of the building to recover 
damages for the injuries sustained. 
The owner attempted to avoid lia- 
bility upon the contention that the 
workman was negligent in failing 
to walk carefully through the pas- 
sageway. 

However, the Court held the 
workman entitled to recover dam- 
ages, Saying: 

“Negligence in such circum- 
stances becomes a relative term, 
incapable of exact determination, 
except upon consideration not 
only of the facts, but of all the 
circumstances, and in view of the 
entire environment in which the 
workman is placed.” 

Leo T. Parker 








STEEL..CITY 
the best 


Built For The Job 
CONDUIT 


FITTINGS 


The increasing popularity of 
STEEL CITY fittings togeth- 
er with that extra attention 
and cooperation we give our 
customers has made two ad- 
ditions to our factory neces- 
sary in the last three years. 
. . - » A complete and im- 
proved line of superior con- 
duit fittings that meet the 
exact requirements of electri- 
cal contractors is instantly 
available always from ware- 
house stocks located in all 
principal cities. Write for 
our latest Catalog. 


Steel City Electric Co. 


1207 Columbus Ave., 
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for a Sam 


of this "New 


NonShid, 


It’s a Wow — A Big Seller 


With the multitude of electrical 
household devices now used, this 
_ beautiful four-way tap is not only 
a necessity, but one of the most 
popular items we have ever placed 
on the market. 

Made of richly mottled red and 
‘ Yad black bakelite. 
in Individual It sells at a price which builds up 


Tan and Brown big sales and profits. 

AY Send 50c for “Special Introduc- 
Containers tory Sample.” One only to a cus- 
tomer at this price. 


CAT. Ne: 1035 


The Connecticut Electric 
Manufacturing Co. 
Bridgeport, Conn. 


SEND 50 ¢ FORA SAMPLE 
































Fretz-Moon 








FRETZ-MOON TUBE CoO., Butler, Pa. 





Conduit ceases to be 
“‘ust conduit” when it 
bears the name of 


FRETZ-MOON! 





RIGID 





CONDUIT 


























A ROLL 
(’ 
TAPE 


Electrical flash- 
es gathered 
among the Big 
Wire-an d-Pipe 
Men by 


Coit A. (Duke) Smith 


Field Editor, ELEcTRICAL CONTRACTING 











DROPPED collar button will al- 

ways roll to the farthest corner of 
the room, under the bed; bread always 
hits the floor butter side down, and a 
cat always lands on its feet. Likewise 
we have always depended on the curb- 
stoner to be low in his bid. Yet the 
other day in Milwaukee I ran across a 
case where a regular contractor bid 
$18.00 on a small change in a residence, 
while the neighborhood tape-and-pliers 
artist asked $32.00. Can’t we depend 
on a curbstoner in at least one thing? 


A CONTRACTOR was driving me 
along a country road, showing me 
various jobs he had wired, and when 
he came to a great, big country home, 
perched on top of a hill, he started 
laughing so hard I thought he would 
have a stroke. But it was a sad kind 
of laugh, so I asked him “how come.” 

“Say, I sure lost my eye teeth on 
that job,” says he, “The owner’s wife 
is insane and didn’t know what it was 
all about, so when my boys arrived 
with all their stuff, she made life a 
burden to them. She would lock her- 
self in a room where they wanted to 
work, and never stopped trying to get 
them out of the house. As a matter of 
fact they did leave several times and I 
had a fine time getting them back. 
Once she chased four of them with a 
knife. We were on the job six weeks 
instead of the necessary two. Never 
again for me!” 


NOTICE Charlie Krech’s men in 

Milwaukee have a nifty way of 
stopping up the ends of conduit so it 
can’t get jammed full of concrete. 
They use a knockout from an outlet 
box and a bushing—put the knockout 
on the end of the pipe and screw the 
bushing over it. We used to use a 
wooden plug, but this way is a lot 
neater. 


NEARLY fainted when I saw sev- 

eral men working on a new build- 
ing in Derby hats. I didn’t see any 
red ties or silk handkerchiefs so I gave 
"em the benefit of the doubt and asked 
what was the idea. “Well,” says one 
of the bunch, “A lot of guys on this 
job have got the dropsy—it’s ‘Look 
out below!’ every now and then. So 
we stuffs these Iron Kellys with news- 
paper and in case they should drop a 4 
by 4 or a plumber’s furnace on your 
dome, the helmet will save your life 
anyhow.” Then he gave me a demon- 
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stration by socking another man with 
aboard. His eyes went kind of crooked 
and his knees sagged a little, but he 
didn’t “faw down” so I guess the 
scheme is O.K. 


ILL HETZEL, Racine, Wis., 

makes a business of selling his 
customers on letting him wire their 
places heavy enough to take care of 
changes and increased loads in the fu- 
ture. He says this goes double for 
factory work, as there is hardly a shop 
that doesn’t increase the load every 
few months or so, and what’s more he 
claims he doesn’t have any trouble 
persuading the factory men to put in 
the heavier service. 


leery to A. J. (Andy) Dun- 
bar, of St. Louis, it is a wise con- 
tractor who knows his own ladders. He 
says when the painters leave the job 
they will look at a ladder and if it has 
paint on it, it must be theirs, and the 
same goes for the plasterers, etc. Then 
he showed me an old warhorse of a 
ladder that had been A. W. O. L. so 
long his men had scratched it off the 
books. He had recognized it by some 
private mark after it had been gone 15 
months—just ran across it on a job, all 
splattered from end to end with every- 
thing imaginable. Seems to me it would 
be a good idea to brand all electrical 
contractors’ ladders with “A. E. I.” or 
oo al or “EMF” or something like 
that. 


F there is ever a _ gold medal 

awarded in this business for quick 
thinking, I know where it should go. 
A contractor and his superintendent 
arrived at a fine residence to see the 
fixture installation started. They found 
the owner turning up his nose at the 
finish on the different units, saying it 
was too fuzzy looking. The contractor 
took one look at the fixtures and turned 
to his partner with upraised hands and 
a look of horror on his face. “For 
Heaven’s sake, Tom!” he gasped, “Who 
made this mistake? This is that new 
imported Velvet Brass _ finish—costs 
extra. Get these back to the shop 
right away.” When the owner heard 
that a team of horses couldn’t have 
dragged those fixtures out of his house. 


BECAUSE he was bright and hus- 
tling and showed ability to work 
quickly with small tools, a new helper 
was put to work installing a six-sta- 
tion intercommunicating telephone sys- 
tem in a wholesale house. There was 
nothing complicated about the job and 
the boy finished it in record time. But 
the boss happened to be on hand for 
the testing and then the fun began. 
When the shipping-room was called 
the president answered; a buzz for the 
city counter brought a reply from the 
bookkeeping department, and so on 
all the way through. The poor kid was 


completely stumped and almost on the | 
verge of tears. The whole thing was | 


explained satisfactorily when he opened 
the box and tried to show how he made 
his connections. Just a little matter 
of color-blindness, that’s all; to him 
red, blue, yellow, etc., were all some- 
thing else again. He is now perma- 
nently assigned to galvanized pipe. 
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The 
Revolutionary 


(GSUTH-FAN 


Principle will 


revolutionize fan selling 









Guth-Fan and Fix- 
ture No. R3205— 
4 Light. 

U.S. Pat. 1699201 


Other U. S. & For. 
Pats. Pending. 
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The GUTH-FAN 
Patented Principle “Ggg@7?PTiiy 





l It draws cool air up from below, moving it past you 
as a gentle current of air. 


It moves air out at an oblique angle, in all direc- 
tions, without blasts of wind. 


3 It diffuses air all around the room, creating a circulat- 
ing movement of up and out and around. 


GUTH-FAN discards the old way of blowing air 
—and through a revolutionary patented principle 
creates an air action of up and ouf and around, 
revitalizing the air in the whole room without 
blasts of wind, yet it moves 50% more air per watt 
than a 16 inch standard fan. 


It can be attached to any ceiling outlet as a fan only or it 
can be had with many modern and artistic lighting fixture 
designs. It is ideal for homes, hotels, hospitals, offices and 
other commercial places. 


This revolutionary principle will revolutionize fan selling, 
creating an opportunity for year ’round sales, Wide awake 
electrical dealers are being offered a proposition that carries 
with it a more liberal discount than ever before offered 
on a fan. 


Wire or write for details of this proposition—if your 
territory is open we will arrange a demonstration for you. 


She Fxwin F. Gurm ComMPany 
2614 Washington Ave., St. Louis, Mo. 


New York City—Phone Wisconsin 2094 Detroit, Mich.—Phone Garfield 7047-M 
Philadelphia, Pa.—Phone Greenwood 1080 Atlanta, Georgia— Phone Hemlock 7664 
Columbus, Ohio—Phone University 3432 St. Paul Minn. — Phone Emerson 5914 

. SanFrancisco, Sutter s0200r Hemlock 7630 —_ Los Angeles, Mutual 2702 or Albany 2302 ] 
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GALVANIZED CONDUIT 4 
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It’s Thread Pro- 
tected. Our own 
Special Enamel, 
panes; easy fish- 
ng. 











Easy Fishing, too! f 


OUR 1-minute dips of a 

copper sulphate test 
(double ay nderwriters’ 
requirements) prove the 
zinc coating on Pittsburgh 
Standard Galvanized Con- 
duit. 

No fancy coating needed 
on top of the heavy Zinc on 
this time-tested, dependable 
Conduit. 

Inside coating, our own 
S pecial Laboratory-made 
Black Enamel—baked on. 
The easiest fishing, the 
speediest fishing. 

On your next installation 
of Galvanized Conduit, try 
Pittsburgh Standar d. it 
brings real satisfaction. 

















ENAMELED METALS CO. 
PITTZTBURGH PA. 


































Beating Competition 


with Brains 


Competition is tough in the electrical 
contracting business these days; and 
every day it gets worse. Successful 
contractors have found they can 
beat fly-by-night competition best 
by using their brains, and by educat- 
ing their responsible employes. You 
can help your head men to keep 
abreast of the times and save you 


money by sending each his own copy 


of ELECTRICAL CONTRACTING. 








What Is There Left for the 
Contractor? 

Another specification “gem” was 
submitted to Chicago contractors 
recently for bids. Almost every- 
thing was to be furnished “by 
others” except the wire and pipe, 
but it was up to the contractor to 
accept the responsibility of the in- 
stallation, the natural result, ap- 
parently, of the policy of certain 
manufacturers of not protecting 
the contractor. 

The specifications were prepared 
by an engineer, yet the contractor 
was charged with the responsibil- 
ity of picking any ordinance flaws 
before making his bid. Some of 
the paragraphs follow. They make 
very interesting reading. 

General 

This contractor shall consult the 
heating, plumbing and laundry machin- 
ery contractors for detail information 
regarding location, necessary electrical 
equipment and connections. 

The contractor shall at all times 
cover and protect the work and the 
material to be used herein from dam- 
age by weather or otherwise and shall 
repair and make good at his own ex- 
pense any damage thus occurring. 

Ordinances 

Should the contractor in estimating 
this work find any part or parts con- 
flicting with the laws, ordinances or 
rules, he shall notify The Company in 
writing at the time of submitting his 
bid, stating the parts which are con- 
trary to such laws, ordinances or rules. 

His bid shall be based on complying 
with these rules and after entering into 
the contract, this contractor shall be 
held to complete all work, either on 
plans or described herein, according to 
these requirements, without additional 
expense to the owner. 

Generator 

The generator shall be designed to 
deliver 250 K.V.A. at 225 volts, 3 phase, 
60 cycle. The exciter shall deliver 10 
K.W. at 125 volts. The generator will 
be set by others. The exciter shall be 
set by this contractor and foundation 
built by others. The generator and ex- 
citer with their control equipment shall 
be connected complete ready for opera- 
tion by this contractor. 

Switchboards 

There shall be three (3) switch- 
boards required for this installation. 
They shall be located in the engine 
room, the test laboratory and the con- 
trol room. A detail drawing will be 
furnished to the electrical contractor 
showing exact location of switchboards, 
the pits in rear of boards and all aux- 
iliary equipment. These switchboards 
will be furnished and delivered to the 
site by others and assembled and 
erected complete ready for operation 
by this contractor. Contractor shall 
make all connections to bus work and 
all other connections required to put 
switchboards in satisfactory operating 
condition, 

The switchboard pit with angles and 
framework will be furnished and in- 
stalled by others. The pit covers shall 





 —_— 








June, 1929 








ELECTRICAL 


CONTRACTING 





be furnished and installed by the elec- 
trical contractor. 
Transformer Bank 
The concrete transformer platform 
and cyclone fence will be furnished and 
installed by others. 
The transformers will be furnished 
and delivered to the site by others. 
Contractor shall receive transformers 
at site and install complete ready for 
operation according to detail drawing. 
Transformer Bank 
Contractor shall make arrangements 
to install ground plate and bus before 
transformer slab is poured. The oil 
for transformers will be delivered to 
the site in separate containers by 
others. Contractor shall receive same 
and properly fill each transformer with 


oil. 
Well Pump 

The well pump and motor shall be 
set by others approximately 50 ft. from 
south building line. The motors shall 
be 50 H.P., 3 phase, 220 volt of the slip 
ring type arranged for remote control 
from the engine room. The control 
panel shall form a part of and be de- 
livered with the switchboards. The 
conduits in the well pump house shall 
terminate in type “A” unilets with 
porcelain covers. 


Motor Generator Set 

The motor generator set will be fur- 
nished and installed by others. The 
motor shall be 220 volt, three phase, 
across-the-line type and approximately 
25 H.P. The generator shall be 15 
K.W. 220 volt. The motor control 
equipment shall form a part of and be 
delivered with the engine room switch- 
board. 

Contractor shall connect complete 
ready for operation A.C. motor, D.C. 
generator and all control equipment. 


Test Laboratory Equipment 

Ten (10) 60-Amp. 3-pole fused 
switches with test jacks similar to In- 
dustrial Controller switch No. 2421-H 2 
shall be furnished and delivered to the 
site by others and wired and installed 
by this contractor. These switches 
with conduit shall be mounted exposed 
on wall approximately 3 ft. 6 in. above 
floor where shown on drawing. 


Laundry Machines 

All laundry machines and equipment 
will be delivered and installed by 
others. All necessary motors, controls 
and switches will be delivered mounted 
on machines and wired complete. This 
contractor shall run feeders and control 
wires as shown on drawings to ma- 
chine and connect to proper terminals. 
Contractor shall check wiring on ma- 
chine, correct any loose connections 
and test such machine with control 
equipment to insure proper operation. 

A detail drawing showing exact lo- 
cation of all sleeves for motor outlets 
will be furnished contractor on job. 

Feeders 

Pull box, if required, will be fur- 

nished and installed by others. 


Switches and Receptacles 

All belted motors will be set by this 

contractor; the remaining motors will 

be set by others. This contractor shall 

install feeders for motors of capacity 

as shown on diagram and shall con- 

nect all.motors complete ready for op- 

erating. Use “Greenfield” where im- 
practical to use conduit. 
Fixtures 

All ceiling outlets, except’ those in 
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les FAN time! 


For baseball, for driving, for swimming—and for electric fans. 


The Ohio Carbon Brush Kit is a great help at fan time! Every 
brush contained in a separate numbered compartment—so that you 
have only to glance at the chart, open your kit and take the brush 
you need—certain that it is the right size, the right type; that it 
will fit accurately and wear well. 

The No. 2 Ohio Carbon Brush Kit contains 150 brushes and 60 
springs (210 pieces in all) and services 75 fan jobs, as well as other 
small h.p. motor jobs. Price $5.00. 

For convenience, quality, and actual profit—figure on a basis of 
selling cost for brushes and springs plus service charge for labor— 
the Ohio kit No. 2 is a handy kit for your shop. 


OHIO CARBON 
Brush Kit No. 2 


$5.00 


THE OHIO CARBON COMPANY 
8215 Almira Ave. Cleveland, Ohio 


West of the Rockies 
1066 Howard St., San Francisco, Cal. 



























ELECTRICAL CONTRACTING 



















SAY, FELLOWS! 


Do you get “The Wiremold 
Business Builder?’’ You ought to 
— it's free—and every electrical 
contractor will find it interesting 
and instructive. Contains news 
items, bysiness building ideas. 
VALUABLE BLUEPRINT IN 
EACH ISSUE. 


Send in your name now for mail- 
ing list. Also get latest Wire- 
mold Catalog and _ literature. 
KEEP UP WITH THE WIRE- 
MOLD LINE—CONSTANT IM- 
PRO V E- 
MENT, BUT 
NO RADICAL 
CHANGE. 


The 
Wiremold Co. 
Hartford, Conn. 






















































Improved manu- 
facturing methods have 
cut production costs in 
half . . . You can double 
your profit and give your 
customers satisfaction. ARMCO 
steel covered with porcelain fire 
enamel full thickness. Two-piece 
easy-to-wire porcelain weatherproof sock- 
et. A complete line and GUARANTEED 
standard quality. 


Clip the Coupon 


See what our bulletin says 
about Price! !! 


iodo Electrical Co. 

W. Van Buren St., Chicago, Ill. 
: want to make more money. Send me bul- 
letin quoting NEW LOW PRICES on stand- 
ard quality reflectors. 


NAME wer lan ciedelcticetaisincic cial 
PRET nn cascccscsereicneecsnesssensevsescvacsosnncees inate titieneai 
5 cr STATE ececccsccvescnscnssessence 


JACKSON 
REFLECTORS 








administration building, to be equipped 
with two-piece ABolite R.L.M. reflec- 
tors type R.T. These reflectors and 
the administration building fixtures will 
be furnished to the contractor at the 
site and wired and installed by him. 
Lamps 
Lamps will be furnished by others 
but installed by this contractor. 
. 2 4 


Building Industry Needs 
Credit Regulation 

After studying the existing cred- 
it conditions in the building indus- 
try, the Boston Building Congress 
has issued a statement calling upon 
the several branches of that indus- 
try to correct their credit condi- 
tions. Its conclusions, which fol- 
low, suggest a plan approximately 
the same as now enjoyed by the 
electrical industry in several cities: 


(1) Sound credit procedure is vital 
to the health of the Building Industry. 

(2) The existence of highly un- 
sound credit practices throughout the 
industry during recent years has been 
clearly established by direct testimony. 

(3) These practices have resulted in 
an increase of irresponsible contractors, 
too low prices, defective work, finan- 
cial loss through failures, and depre- 
ciated properties in undesirable com- 
petition with sound construction values. 

(4) The correction of these practices 
throughout the industry at the earliest 
possible moment is a matter of first 
importance. 

(5) The contractors and_ supply 
dealers in each branch of the industry 
should co-operate in an_ exhaustive 
study and analysis of existing condi- 
tions. 

(6) They should then co-operate in 
the establishment of a sound credit 
| system properly adjusted to the nceds 
of the industry and provide means for 
enforcing its support and maintenance, 
due consideration being given to ar- 
rangements for securing payment of 
outstanding accounts at the earliest 
practicable date. 

(7) Any sound credit system should 
involve determination of discount date 
and the date on which payment in full 
| should be made, failing which further 
business should be on a cash basis; and 
the creation of a credit committee with 
power to give relief in special cases. 

(8) Each branch of the industry 
| may well consider the following terms 
as creating proper credit conditions to 
which it should make its own credit 
- eg conform as closely as practica- 

e:— 

(a) 2% discount on the tenth day of 
the month following purchase. 

(b) Payment in full on the last 
business day of the month following 
purchase, failing which further pur- 
chases to be on a cash basis, subject 
to relief in special cases by the Credit 
Committee. 

(c) After 6 months, all accounts 
still unpaid to be put on an extra 
hazardous list, subject to relief in spe- 
cial cases by the Credit Committee. 
| (d) Creation of a Credit Committee, 
| composed of representatives of the 
_dealers and of the credit agency em- 
| ployed to administer the system, to 
consider special cases and extend relief 
when justified. 














Al WIRE 


Connectors 


THE BETTER KIND 


A perfect joint every 
time plus simplicity 
and dependability. 

A joint which is safer, 
stronger and better 


mechanically and elec- 
trically. SRK’s em- 
body everything nec- 
essary to make such 
joints. There is noth- 
ing more to ask for 
—and the job is done 
in a Jiffy. 1 size for 
combinations of No. 
14, No. 16 and No. 18, 





solid or stranded, up 
to 4 No. 14 and 2 No. 
18, or equivalent. 


Listed by Underwriters Laboratories 
Samples upoa request ' 
Patent No. 1635293; Others Pending 


Manufactured by 


JIFFY WIRE CONNECTOR CO. 
Hackensack, New Jersey 


General Sales Office 
G. D. Montgomery, Jr. 
522 Broadway, New York City 
one Canal 7533 
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Liability of General for 
Subcontractor’s Men 
A general contractor entered in- 
to a contract with Johns Hopkins 
University for the construction of 
a building with the owner mak- 
ing direct contracts with subcon- 


tractors for the heating and 
ventilating, the plumbing, and 
electric wiring. The general con- 
tractor agreed to assume control 
over the subcontractors as though 
they were his subcontractors, ex- 
cept as to the payment and finan- 
cial responsibility. 

During the work one of the em- 
ployes of the electrical contractor 
was injured and the question pre- 
sented the Court was whether the 
terms of this contract shifted the 


liability to the general contractor. | 


However, in holding the general 
contractor not responsible, the 
Court in M. A. Long vs. State, 
144 Atl. 775, said: 

“The liability of the principal 
contractor to pay compensation to 
the employes of the subcontrac- 
tor is confined to only those em- 
ployes who were actually engaged 
in the execution of the whole or 
a portion of that one piece of work 
at the time of injury .... It is 
undoubtedly true that the general 
contractor by the clauses of the 
various contracts had general su- 
pervision over all other contrac- 
tors to the same extent as if they 
were his subcontractors .... but 
these provisions do not bring 
about the relationship required by 
the statute to constitute Long 
(general contractor) the statutory 
employer of Lappielly (subcon- 
tractor).” 

Leo T. Parker 
* * * 
BOOK REVIEW 
Standard Wiring 

The 1929 revised edition of 
“Standard Wiring” for electric 
light and power, just out, con- 
tains, in addition to numerous ex- 
planations and illustrations cover- 
ing the National Electric Code, 
the Red Seal Wiring Plan and the 
Franklin Specification, special 
new chapters on wiring and light- 
ing residences, stores, show win- 
dows, factories, shops, garages, 
theatres and radio sets. 

Pocket size $3.00, published by 
H. C. Cushing, Jr., 15 W. 55th St., 
New York. 
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Heavy Duty 
Lighting Panelboards and 
Steel Cabinets . 





Safety Front Type Heavy Duty 
Benjamin-Starrett Panelboard 


The wide variety of circuit arrange- 
ments makes it easy to select just 
the right panel to meet any resi- 
dence, commercial, institutional or 
industrial wiring requirement. 


Many exclusive Benjamin- Starrett 
features cut installation time to the 
minimum, assuring the contractor 
a sure profit on his panelboard jobs. 


The unit sectional construction and 
individualizing of parts provide the 
greatest accessibility and flexibility, 
assuring the highest type of contin- 
uous service at a minimum of main- 
tenance expense. 





F R E E — This 80-page catalog of 


complete listings and illustrations. 


Send for it today. 


Special Features 


Easy to Install 
4-inch wiring space on 
all four sides; adjustable 
trim clamps; extra large 
panel mounting holes; 
slip-off barrier easily re- 
moved; one-piece panel 
back. 


Quick Delivery 

Boxes carried in stock at 
local distributors and dis- 
trict warehouses. Unit 
section construction in- 
sures quick assembly of 
panelboard. 


All Parts Removable 
from Front 


Should replacement of 
parts ever become neces- 
sary, the switches and 
fuse receptacles are indi- 
vidual units which may 
be removed without dis- 
turbing the trim. Re- 
placements or changes in 
branch circuits made 
without removing panel 


from box. 
Heavy Duty Switches 


Branch circuit tumbler 
switches on both two- 
fuse and one-fuse panels 
are heavy duty type—30 
ampere, 250 volts. 


Three Styles of Cabi- 
nets 

Safety Front, Protective 

Front and Open Front 

to suit any specific re- 

quirement, 


Benjamin Electric Mfg. Co. 


General Offices and Factory 
DES PLAINES, ILL. (Chicago Suburb) 


New York Chicago 


San Francisco 
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Manufacturers News 


A department for the announcement of activities of manu- 
facturers that are of interest to contractors, such as changes 
in executive personnel, branch offices, new products, ete. 


Tritle in Charge Westing- 
house Factory Operations 
J. S. Tritle, formerly general 
manager of the Westinghouse 
Kklectric & Mfg. Company’s mer- 
chandising department, with head- 
quarters in Mansfield, O., has as- 
sumed the responsibility and au- 
thority for the company’s manu- 
facturing operations. This position 
was formerly held by H. P. Davis, 
vice-president, who, because of the 
increasing activities of the West- 
inghouse company in the radio 
field, will devote his attention to 
the radio operations of the com- 
pany. 
; * * * 


Tenth Anniversary of 
Murlin Fixtures 


The Murlin Mfg. Co., Philadel- 
phia, Pa., manufacturers of light- 
ing fixtures, has issued a new cata- 
log to signalize the tenth anniver- 
sary of the founding of its com- 
pany. 


* * * 


Cleveland Warehouse for 
Cutler-Hammer 


To provide facilities to serve its 
increased trade in the east central 
states, Cutler-Hammer, Inc., Mil- 
waukee, Wis., announces the estab- 
lishment of a warehouse at Cleve- 
land, O. The company has leased 
1600 sq. ft. of floor space for the 
storage of its line of standard mo- 
tor control equipment and wiring 


devices. 
ok Bi * 


Sales Plan for Framburg 
Dealers 


H. A. Framburg & Co., Chi- 
cago, Ill., fixture manufacturers, 
has devised a new sales plan for 
its exclusive dealers. The feature 


of this plan is a leather case con- 
taining 


an attractive assortment 








of 150 cards illustrating the Fram- 
burg line. The dealers are also 
furnished with newspaper adver- 
tisements tieing in with their col- 
lections of illustrations. 

When a prospect calls at the 
dealer’s store he is taken into the 
Framburg exhibit room where the 
dealer takes out the proper cards 
and in this way pictures to the 
prospect the effect of fixtures be- 
ing considered in various room 
settings. 

As new creations are brought 
out the dealers are supplied with 
new cards. 

*k K * 


McGraw Buys Waters-Genter 
and Bussmann 


The McGraw Electric Co., 
Omaha, Nebr., announces the pur- 
chase of the Waters-Genter Co., 
Minneapolis, and the Bussmann 
Mfg. Co., St. Louis. The former is 
manufacturer of a line of automa- 
tically controlled commercial and 
household electric appliances, and 
the latter makes the well known 
line of “Buss” lamps and electrical 
fuses. 

These recent acquisitions follow 
closely upon the purchase by Mc- 
Graw of the Central West Public 
Service Co. and of Clark water 
heaters. The company’s jobbing 


business has been sold to the 
Westinghouse interests. 
as * kK 
Roes Now Manufacturers 
Representative 


Herbert A. Roes, formerly west- 
ern manager for the Taplet Mfg. 
Co., Philadelphia, Pa., is now act- 
ing as factory representative in 
the Kansas City territory with of- 
fices at 407 E. 13th St. 

He is handling such products as 
Marion insulated wire, Quadrangle 
reflectors, Sterling reflectors, Rob- 
inson products, and Taplet fittings. 


Stivers & Weber to Represent 
New Era 

The New Era Electric Mfg. Co.. 
Cleveland, manufacturers of outlet 
boxes and conduit fittings, an- 
nounces the appointment of Stivers 
& Weber, 33 W. 60th St., New 
York City, as its representative in 
the eastern territory. 

Stivers & Weber also represent 
such companies as the Appleton 
Rubber Co., the Holyoke Co., the 
Midwest Electric Co., and Lind- 


strom Co. 
* * * 


Garland Mfg. Co. Moves 

The offices of the Garland Mig. 
Co., Pittsburgh, Pa., have been 
moved to 3003 Grant Bldg. 


* *« * 


Henry Sears Moves 
Chicago Office 


Henry D. Sears, Boston, Mass., 
announces the removal of his Chi- 
cago office and warehouse to 118 
S. Clinton St., where, with a 50 
per cent increase in floor space 
and improved facilities, he will be 
able to better handle the constant- 
ly increasing demand for Weber 
wiring devices in the middle west 


district. 
* * a 


Wiremold to Build 
New Factory 


The Wiremold Co. announces 
that. it has purchased a 10 acre 
tract of land, including 1100 ft. of 
railroad siding, in Hartford, Conn.. 
upon which a new factory will be 
built at once. Upon completion oi 
the building the latter part of this 
year, the general offices and several 
of the manufacturing departments 
will be moved into the new quar- 
ters. 

The original Wiremold home at 
83 Woodbine St. will be retained 
until such time when additional 
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with 

New One-Piece 
Self-Centering 
Chuck 


adjustable for boring 
deep or shallow holes. 
Thumb screw holds 
it . . . Simple and 
easy to operate, mak- 
ing old house wiring 
jobs more profitable 
thanever .... The 
new one-piece  self- 
centering chuck 

















Eliminates Set Screws 


formerly necessary to center the 
bit . . . Notch in the end of shaft 
permits operator to hold spindle 
and release chuck without the use 
of a wrench Head may 
be quickly detached from stand- 
ard and put on any attachment. 
Order today from your jobber or 
write us direct, giving us his 
name. 


We also are manufacturers of the 
HyKon Reel for all types of 
wiring jobs. 


The HYKON Mfg. Co. 
Alliance Ohio 








Rubber Insulated Wires 
and Cables 


Insulating Tapes and Splicing 
Compounds 


Raven 
Core 
Wires 
Grimshaw 
Tapes 





Competi- 


tion Tapes 


NEW YORK 
INSULATED 
WIRE CO. 


Main Office 


114 Liberty Street, 
New York City 


Factory: 
Wallingford, Conn. 














| factory units may be built on the 
| newly acquired land. 
. = © 


_ Chicago Steel Tank Opens 
| Stock at Three Points 


The Chicago Steel Tank Co., 
Electrical Division, Chicago, an- 
nounces the opening of warehouse 
stocks at New York, San Fran- 
cisco and Los Angeles. 

The New York stock will be 
located at 116 Broad St., the new 








| offices of the Burg Electric Sales | 


Co., the company’s eastern repre- 
sentatives. 


a new representative, Callahan- 

Harris, Inc., 618 Harries Bldg., 
| Dayton, O., to cover southern 
| Ohio. 


* aK 


Larger Offices for 
Ideal, New York 


The company has also appointed | 


Increased business has necessi- | 


| tated the moving of the Ideal Com- | 


mutator Dresser Co.’s branch in 
New York to larger quarters at 18 
Warren St. The office will be in 
charge of R. W. Becker, eastern 


fuss, New York district manager. 


*K ok ok 


A 20-page bulletin has _ been 
compiled by the General Electric 
Co., Schenectady, N. Y., on “Air- 
port Illumination.” It is well il- 
lustrated and shows the various 
G. E. floodlighting units, explain- 
ing the use of each. Typical in- 
stallations of these units in mod- 
ern airports are also included. The 
last two pages are devoted to 
Mazda lamp requirements for air- 
port illumination. 

a 


Edwards & Co., Inc., New York 
City, manufacturers of electric sig- 
naling devices, has just issued a 
48 page bulletin entitled “Mod- 
ern Hospital Signaling.” This 
bulletin includes many _illustra- 
tions, wiring diagrams and con- 
duit layouts. 

*K tk 


* * 


* 


A circular has been issued by the 
Reflector & Illuminating Co., Chi- 
cago, Ill., entitled “A Case of Bet- 
ter Lighting” and covering de- 
scriptions and illustrations of the 
Kas-Lite Junior and also of the 
| company’s Sterling products. 





division manager, and F. J. Drey- | 
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BERTHOLD 


SWITCH and PANEL 
BOARDS for 
LIGHT and POWER 


| Berthold “Selectrolite” System of Lighting 


Control for theatres, auditoriums, 
lodgehalls, etc. 


GUS BERTHOLD ELECTRIC CO. 


555 W. MONROE ST. 


Steel 
Cabinets 


CHICAGO, ILL 

















We guarantee your 
satisfaction. Order 
any tool illustrated 
on the margin, on 
approval. If YOU 
are not satisfied re- 
turn the material at 
our expense. 


A Bulletin describ- 
ing the complete 
line in detail will 
be mailed upon re- 


quest. Fill in the 
coupon below or 
send in your order 


ON APPROVAL. 
ESTABLISHED 1915 


Send information regardi 
Send the “‘Jiffy Line’ 


Name. 


Firm 





Paul W. Kech & Company 
25 Se. Wells St., Chicage 


J IFT IJ Line 


Jiffy Tools Reduce Costs! 
Save Time, Labor and Money 


with these valuable labor-saving items 














=. 
Solder Dipper 


—_ 


Nivnle Chuck 

















Cutter 


Box 


free trial. 


Bulletin. 
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New Electrical Products 
















o% 


A convenience outlet with a find- 
ing ridge has been developed by 
the Arrow Electric Div’n of the 
Arrow-Hart & Hegeman Electric 
Co., Hartford, Conn. Nos. 8251 
and 8248 single and duplex recep- 
tacles are illustrated. 





The Consolidated Lamp & Glass 
Co., Coraopolis, Pa., has added to 
its line the Futuristic Ruba Rom- 
bic, which includes units, bowls and 
wall pockets. These may be had in 
French crystal, honey, jade, and 
rose. 





The Wheeler Reflector Co., Bos- 
ton, Mass., announces the develop- 
ment of Duratach fixtures. This 
construction consists of a socket 
base attached to canopy by two 
screws which fit into bayonet holes 
in the base. The socket shell is 
attached to the Duratach socket 
by contact prongs which extend 
from the top of the socket shell 
and are engaged in recesses in the 
socket base. The shell is sup- 
ported in the reflector neck by 
means of a metal disc which rides 
on a metal shoulder incorporated 
in the reflector. The chief feature 
claimed for this construction by 
the manufacturer is the great in- 
terchangeability and ease of instal- 
lation in that the reflector lamp 
and socket shell screw in and out 
as a complete unit. The company 
is now incorporating this construc- 
tion in its glassteel diffuser. 





receptacles and plugs. 
tacle 
cast 
bronze while the plug housings are 
aluminum. 
larly 
where the air is 
steam, water spray, acid and alka- 
li fumes. 





The Ralco 


Ca, 
has developed a line of watertight 


Mfg. Chicago, 
The recep- 
obtainable in 
plated and 


housings are 
iron cadmium 


This line is particu- 
adapted for use in places 
charged with 



































The 
bracket 
Mfg. Corp., New York City. It 1s 
designed for bathroom installation 
and furnishes three degrees of 
light: full, half and low. It is ob- 
tainable in green, lavender, blue, 
Ross-brown, ivory, black and white. 
It may be had with or without the 
convenience outlet and measures 
7% in. high by 4 in. wide. 


Durock 


Lo-Lite 
is a product of the Kew 


dimming 


The description in last month’s 


issue of the new A B C connector 


E-Z type which is being marketed 
by the American Circular Loom 
Co., New York City, gave the 
number of the connector as “263.” 
This should have been “2163.” 





R. B. McFeely, Chicago, is offer- 
ing the Liberty All Purpose fix- 
ture stud. It is designed for use 
on any bar, straight or offset, and 
also for use as a plain fixture stud 
without bolts off the bar. 











The Ideal Commutator Dresser 
Co., Sycamore, Ill, has brought 
out the Fixture Universal con- 
nector which is adapted for the fol- 
lowing combinations of wire: 2, 3, 
4, and 5 No. 18 stranded or equiv- 
alent combinations. It has been 
especially designed for fixture as- 
sembly work. 








Three new products being of- 
fered by the General Electric Co., 
Schenectady, N. Y., are a utility 
outlet, a shallow-type switch and a 
weatherproof socket. The first is 
designed for rapid installation in 
floors, baseboards or mantles, the 
method of installation and reduc- 
tion in size being made possible by 
the internal connector. The shal- 
low-type switch is enclosed and is 
made for standard outlet boxes for 
flush mounting. The weatherproof 
socket is composed of a moulded 
textolite body to which is assem- 
bled a screw shell and center con- 
tact with leads attached. It is made 
weatherproof by means of a spe- 
cial bushing. 
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General Electric 
Supply Corp. 


EDISON MAZDA LAMPS 
ELECTRICAL AND 
RADIO SUPPLIES 


BALTIMORE RICHMOND 
NORFOLK CHARLOTTE 
Distributors for General 
Electric Company, Radio 
Corporation of America and 
other large and _ reputable 
manufacturers. 











Concrete Inserts Save Time 
in Conduit Installation 


mA 


Pound them in the form; the con- 
crete holds them solid; hang the 
pipe below. 


Send for Bulletin or Sample 


Commonwealth Electric Co. 
417 Broadway, St. Paul, Minn. 











ESTIMATOR’S TIME SAVER 


Every  estimator’s 
tool kit should have 
1. Rotometer . .§4.50 
2. Tallying 

-. $4.50 


for taking off quan- 
tities of material 
quickly and accurate- 
ly. Used by leading 
estimators. GUAR- 
ANTEED to satisfy 
you or your money 
back. 

Send $4.50 each for 
Rotometer or Tally 
Machine, postpaid. 


The Peerless Blue Print Co. 


$41-347 Fifth Ave., 
New York City 





Rotometer 














AWLPLUGQ 


- eer 
— bb bb 44 pated adept 


3) “HOLD SC RE Ws 


FA ST \y 


THE RAWLPLUG CO., INC. 


66 West Broadway, 
New York City 


Branches in 25 Cities 
Write for Bulletin B-201 











| 
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Westinghouse Pittsburgh 
Headquarters Moved 


The offices of the Westinghouse 
Electric & Mfg. Co., Pittsburgh, 
Pa., are now located in the Grant 
Bldg. This central district office 
covers the states of West Vir- 
ginia, Michigan, Ohio, Indiana, 
Kentucky and Pennsylvania. 


ok Kk * 


Allen-Bradley Opens 
Atlanta Office 


The Allen-Bradley Co., Mil- 
waukee, manufacturers of electric 
controlling apparatus, has estab- 
lished a district office in Atlanta, 
Ga., at 101 Marietta St. It will be 
in charge of Messrs. H. Douglas 
Stier and G. G. Moore. 


x * x 

J. W. Ward, for the past six 
years general superintendent of 
the Porcelain Insulator Corp., 


Lima, N. Y. and previously in the 
same capacity at the Westing- 
house plant at Derry, Pa., resigned 
his position at Lima, March 1, and 


| is now associated with the Illinois 


| Electric Porcelain Co., Macomb, 
Ill. 
x *x * 
The Crouse-Hinds Co., Syra- 











cuse, N. Y., has issued bulletins 
No. 2127 and 2132, the former en- 
titled “Gasoline Service Station 
Lighting” and the latter “Airport 





E-Z WIRE STRIPPER 


A HANDY TOOL 


strips wire of 10 to 20 
gauge 20 times faster, 
than usual methods. 


with 
every B-Z Wire Strip- 


per. Send for yours 
now. 





00 
‘5 LIST 
PYRAMID PRODUCTS CoO. 
2313 South State Street Chicago, III 











and Airway Lighting Equipment.” 
ok *K *K 


The Macbeth-Evans Glass Co..,| 


Charleroi, Pa., 
very artistic 
globes. It 
Moderne.” 


is distributing a 
folder on its new 
is entitled “L’Art 


* * * 


The Bryant Electric Co., Bridge- 
port, Conn., is distributing a new 
edition of its “Standard Wiring 
Symbols for Buildings.” The revi- 
sion includes the latest standard 
wiring symbols and copies of the 
chart will be mailed on request. 


* *K * 


The Bulldog Electric Products 
Co., Detroit, Mich., announces its 
1929 catalog devoted to “Bull 
Dog” electric controls, including 
safety switches, knife switches, 










light and power panelboards and 
cabinets, metering panelboards and | 


| cabinets, and safety switchboards. | 











Wrigley for Quality 


STEEL TOGGLE BOLT 






HOOD RIVETED ON 


Wrigley Toggle Bolts 
Made of heavier gauge steel. 
Can be put through smaller holes 
than average toggle bolt. 
First Toggle Bolt made. 


The Thomas Wrigley Co. 
609-613 West Lake St., Chicago, IIl. 























New Conduit Type Cable Support 


A Simple Two 
Piece Cable 
Support for 
Vertical Runs. 


Can furnish 
these in split 
type if wanted. 


A Compact End Fitting 


One that has a 
canvas  bake- 
lite insert 
made to take 
one to nine 
wires. 


Bakelite Insulated Bushing 


A n_ insulated 
bushing made 
to prevent se- 
rious and dis- 
astrous 

















grounds. 
0. Z. CABLE SUPPORT CO., INC. 
45 Bergen St. Brooklyn, N. Y. 


Send us your latest bulletin with prices 
Name 
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SINCE 1895 


Do 
Away With 
Combination 
Plates 


Soe 


Use Stock 


Toggle Gang Plates 
for All Combinations 


Dox 


bee a a. No. 49 
oggie 8 onvenience 

Swi Eye’ Outlee _ Veber 

No. 2550 No. 1713 No. 49 Receptacle 


The above illus- 


tration is only a 
suggestion of the 
advantageous use 
which may be 


made of the new 


No. 49 Weber Re- 
Send for 


ceptacle. 


sample. 


HENRY D. SEARS 


General Sales Agent 
80 BOYLSTON STREET 


BOSTON, MASSACHUSETTS 





Wane Dimers 
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